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ABSTRACT 

This volume cumulates the indexes that appear in the 
six bimonthly issues of "Resources in Vocational Education," volume 
11, numberf 1 through 6, during 1978. This cumulation xs intended to 
be a companion volume to the individual Issues cf "Resources in 
Vocational Education,"' uhich contain the complete resumes of 
•research, instructional, and other materials in vocational and 
technical education, and atstiacts of funded research and development 
iroposals'. Three indexes are provided: subject, author, and 
institution. Each entry lists the title of the document and the ED 
(ERIC Document) number of the complete resume as it appears in tne 
individual issues of "Resources is Vocational Education." 
Instructions for ordering individual documents ' are included at the 
back of thi£ volume. (Editor/IRA) 
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Foreword 



Finding available information is a major task for researchers, curriculum specialists, 
teachers, administrators, and students. The National Center for Research in Vocational Educa* 
tion is dedicated td helping others find useful infomnation. 

Resources in Vocational Education is preparer^ bimonthly by the staff of the National 
Center for Rec ^^rch in Vocational Education under a contract with the U.S. Office of Education, 
Bureau of Occupational and Adult Education. Included are abstracts of research, instructional, 
and other materials in vocational and technical education, and abstracts of funded proposals. 
The full text of most documents announced in Resources in Vocational Education 's available in 
microfiche or hard copy from the ERIC Document Reproduction Service (EDRS). Microfiche 
also is available in local ERIC microfiche collections. 

We appreciate the contribgtions of state research cQordinating.units, curriculum coordina- 
tion centers, instructional materials laboratories, local school systems, colleges and univer- 
sities, and professional associations. Members of the profession are encouraged to send 
instructional and research material for possible inclusion in future issues of Resources in 
Vocational Education. 

Robert E. Taylor, Executive Director 

Natronal Center for Research in Vocational Education 
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Organization of this Index 



This volume cumulates the indexes that appeared in the six bimonthly issues of Resources in 
Vocational Education, Volume 11, Numbers 1 through 6 during 1978. This cumulation is intended 
to be a companion volume to the individual issues of Resources in Vocational Education, which 
contain the complete resumes and availability of the documents. 

Three indexes are provided in this volume: 

Subject 
Author 
Institution 

Each entry lists the title of the document and the ED number of the complete resume as it 
appeared in the individual issues of Resources in Vocational Education. The searcher can use the 
EO number to locate the complete resume in the individual issues. 

Instructions for ordering individual documents appear in each issue of Resources in Vocational 
Education and at the back of this volume. 
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Subject Index 

This index lists titles of cJocuments under the major subjbct terms that have been assigned to 
characterize their contents. The subjects, which conform to those presented In the Thesaurus 
of ERIC Descriptors, are in alphabetical order. 

As shown in the example below, the ac^^ssion number Is displayed below and to the right of the 
title. Additional information about the eport can be found under that number in the Resume 
Section. 

Th€f symbol / / appearing after an accession number identifies a document that is not available 
.from the ERIC Document Reproduction Service and that is not in the ERIC Microfiche Collec- 
tion. 
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Educational Assessment 

Learning a Living across the Nation. Volurpe 
V. Project Baseline. Fifth National Report. 
Baseline V?ar: 1974 75 (Fiscal Year 1975). 
Part I: Narrative Report. 

£0 137*505 



/Accession Number 
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Akatrtcti 

AbttncUof InttnicUooat and RcsMrch MalchAls 
in Vocational and Technical Education Volume 
9. Number 6. VT 103 401-103 600. 

ED 140 019 

Agricultural Education Diviaion, American Voca* 
tiooal Anociation Convention (Houaion. Te^aa, 
December 1976). 

ED 137 SS2 

Civrent ProiecU in Vocational Education-FY 
1976. Abatracu of Proiecu Supported ta Fiacal 
Year 1976 and the Trarjation Quarter under th« 
Vocational Education Amendmenu of 1961 
(Parta C D, I and J). 

ED 131 712 

National frofram for Selected Population Se|* 
menta. Project Summanea. 

ED 1^6 376 

Operation Reaource: Abatracta of Current Cur* 
riculiM Development Activitiea in Induftrial ArU 
Teacher Education. 1977 Update. 

ED 145 223 

Pennaylvania*t Abatracu of Rcaearch atid Related 
Maieriali in Vof;ational Education. 

ED 147 640 

Reaottfcea in Vocational Education. VolunM 10. 
Number 1. 

ED 149 013 

Reaoivcei in Vocational Education. Volume 10. 
Number 2. 

ED 149 026 

Reaourcea in Vocational Education. Volume 10. 
NwBber 3. 

ED 149 017 

RiMveea in Vocational Education Volume 10. 
Nunaber 3 

ED 147 339 



Reaourcea in Vocational Education. Volume 10. 
Number 6. 

ED 147 612 
Summanea of R A D Reportt. No. 17. 

ED 141 603 

Vocational Education Rcaearch Summariea in 
Colleiea and Univeraitiea of Kanaaa 1969-1973. 

ED 143 8«2 



Career Education and Baaic Ar.ademic Achieve- 
ment. A Deacriptive Analyaia of the Reaearch. 

ED 140 03:^ 

Determininf the Effectiveneaa of Teaching Home 
Economica. 

ED 131 7 J9 

The Effecu of Family Background. Teat Scorea. 
Peraonality Traitt and Education on Economic 
Succeaa. 

ED 143 834 

Empirical Deurmination of Effectiveneaa of a 
Competency Baaed Program in Diatributive Edu- 
cation. F.nal Report 

ED 137 312 

Evaluation of Fint-Year Shorthand Achieve- 
ment. Fmal Report. 

ED 146 373 

An Biperimental Program in Vocational Educa- 
tion at the Elementary School Level. Fmal Re- 
port. 

ED 147 549 

The Ptiat National Aaaeaament of Career and Oc- 
ct^atiooal Development: An Overview. Career 
and Occupatiooal Development Report No. 03- 

COD-00. 

ED 137 604 

tU Meaaurement of Attitudea of Chicaoo Preah- 
men Who Are Preparing for a Criminal Juatke 
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Career. I 
\ ED 143 16^ 

Pilot Courae in Century 21 Shorthand. a|i 
Evaluation of the Project. 

1 ED 147 4l!l 

Pilot Counc in Century 21 Shorthand Fo 
Semeater. An Evaluation of the Protect Final 1 
port. 

RD 147 

Pilot Courae in Century 31 Shorthand. Second 
Sefneater. An Evaluation of the Protect 

ED 147 483 

Pilot Courae in Century 31 Shorthand. Third 
Semeater. An Evaluation of the Protect. 

ED 147 483 

The Relationahip of Characteriatica of Vocational 
Food Service Teachere to Their Teaching EITec- 
tiveneaa. Fmal Report. 

ED 138 733 

A Review of Career Education Evaluation Stu* 
(4iea. Monographa on Career Education. 

ED 141 384 

Sute'ivide Mathematia Performance Related to 
Career and Vocational Education. Final Report. 

ED 137 541 

A Study Comparing Typewriting Achievement of 
Studenta Attending dam Three and Fsve Daya a 
Week in Bt g^^ptag Typewriting at the Com- 
munity College Level. Final Report. 

ED 138 755 

A Study of a Two Hour Time Block tn Induatrial 
Education. Fmal Report 

BD 144437 

A Third Party Evaluation of the Region V. Re- 
gional Education Service Agency, Career Ori- 
ented Education Program*. 1973-76. 

ED 136 033 
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WatMind Other Rewards, What People Want or 
Get from Their Jobs, and How Education Makes 
a DifTereoce (or Does It). Three Papers. 

ED i40 037 

AcadeakftUy Hwdlctpped 

The U.S. Army in the 1970's: Developments ii) 
Trainini and Manpower T^chnolo|ies. Profes- 
sional Paper 77*01. 

ED U2 719 

Access to Eiscttios 

E&pskidins Nontraditional Opportunttict in Voca- 
tional Education. 

ED 145 136 

AccMtit Prtftitloi 

Cuniculuin Gu.de for Building Construction 

ED 141 623 

Review and Evaluation of Current Training Pro- 
irams Found in Various Mining EnvironmenU. 
Final Report. Volume 1« Summary. 

ED 137 600 

Review and Evaluation of Current Training Pro- 
grams Found in Varous Mining Environments. 
Final Report. Volume 11. Analysis and Recom- 
mendations. 

ED 137 601 

Safety and Ycu on the Job. 

ED 140 103 

AocottatsMlity 

Management by Objectives- Sute Level. 

ED 147 455 

Management by Objectives: A Tool for Account- 
ability. 

ED 143 7B8 

Accoutisf 

Machine Accounting. An Instructor's Guide. 

ED 140 068 

Accrs4ltatiM (lutititlou) 

Sutemcnt Regarding Proposed Trade Regulation 
Rule Concerning Proprietary Vocational and 
Home Study Schools. 

ED 147 465 

AddSTSBitat Rsttaf 

National Assessment of Educstionsl Progress. 
Career and Occupational Development Technical 
Report: Exercise Volume. 

ED 141 582 

AcysTf Mat Tssts 

The Development of Vocational Modules snd sn 
Evaluative Instrument at Readability Levels 
Which Are Comprehensible by All Students in the 
High School Vocational Program. Final Report. 

ED 146 400 

Methodolosy for the Evaluation of Career Deci* 
skm Making Skills in Rural Schools. Final Report. 

ED 145 134 

AetlM ProfnuM (Couvity) 

A Sampler of Innovative Program Ideas for Ohio's 
' Community Action Agencies. 

ED 145 475 

Youth Training Programs in Ohio's Community 
Action Agencies. A Case Study. 

ED.U6 359 

Actifity Uaits 

Producing CDUr A Procedural Guide for CDU 
Instructors. Research k Development Series No. 
11 9- J. Career Planning Support System. 

ED 143 876 

Writing Behavioral Objectives. A Procedural 
Guide for the Behavioral Objective Specialist. Re- 
search k Development Series No. 119-1. Csreer 
Planning Support System. 

ED 143 875 



AddiHoa 
Monster Msth. 

ED 147 570 

AdmiaUtrsHfe Agencies 

Government Agency Management. A Major Oc* 
cupational Group in the Public Service Guster. 

ED 145 268 

A Review of Corrections Hducstion Policy for the 
Department of Heslth, Educstion k Welfsre. Fi- 
nsl Report. 

ED 141 585 

Vocational Training.; Information Bulletin. Sup- 
plement. United Kingdom. 

I ' ED 139 987 

AdaialstrstlTS Orviiidzetloi 

A Comparative Stud)| of Sute Staffing Pattem^^ 
and Delivery SystemI of Vocational Education 
and Their Relative Enectiveneu. Final Report. 

I ED 136 029 

Strengthening Local I Administration of Voca- 
tional Education through Design, Implementa- 
tion snd Evsluation of Altenutive Delivery 
Systems for Use by G>ordi^sting Councils. Finsl 
Repoft. Volume One. 

ED 138 768 

AdMiaistrstiTe Persjoael 

An Analysis of Curref t snd Projected Personnel 
snd Profettional Development Needs in Occupa- 
tional Education ill Massachusetts Public / 
Schools. Phase II of a Professional Development [ 
Study for MassachuKiu. Volume IV. 

ED 146 452 

An Analysis of National Certification Require- 
ments and Professionil Development Standards 
for Vocational Educat on Personnel. Phase II of s 
Professional Development Study for Massa- 
chusctu. Volume III. 

I EDU6 4I0 

Attitudes of North Dakota Implement Dealership 
Managers towards ^ Continuing Msnsgement 
Educstion Progrsm.i Report of the Resesrch 
Study. i 

ED r40 075 

Career Education. Administrators and Counsc 
lors Implemenutio^ Model. Module VIII- 
Implementation. '(8.3) Integration of 
Coordination of School and Community Re- 
sources. I ' 

I ED 140 053 

A Caulogue of Performance Objectives and Cri- 
terion-Referenced jMeasures for ProfeuionsI 
Competencies Neeqed by Local Vocational Ad- 
ministrators in Kentucky. 

I ED 149 029 

Developing the Lendership Potential of Urban 
Vocational Educatjon Administrators. (Confer- 
ence II). 1977 National Leadership Seminar for 
Administrators of Vocational Education in Large 
Cities (Arlington, yirginia, March 26«29, 1977). 
Leadership Trainir^g Series No. 50. 

I ED 143 844 

National Conference for State Vocational Educa- 
tion Planning Staffs. Finsl Report. 

! ED 138 713 

A Study of Articulation Practices in Selected In* 
dustrisi Educatior^ Programs between Public Se- 
condary Schools land Community Colleges in 
California. Final Report. 

CD U3 (68 
Supervisory Skills for Geriatric Care. 

ED 143 776 

Validation of the Competencies Needed by Vocs- 
tionsl Education Teachers, Middle Managers, 
and Administrators. Phase II of a Professional 
Development Study for Musachu^etts, Volume 1. 

ED 146 408 



AdminUtrtHve Policy 
Kentucky Jailers. Management and Operations 
Manual. 

ED 138 761 

Metrication of the United Sutes Lunfiber Industry 
snd Its Effects on Wood Consuming Industrisl 
Educstion Courses. 

ED 138 740 
The Nstiorul Apprenticeship Progrsm. 

ED 138 730 

AdalaigtradTe Priadpleg 

Developing Short- and Long-Rfnge Vocational 
Education Administrative Plans. A SelMnstruc- 
tional Module. Revised Edition. 

ED 145 089 

Implementing Career Education. An Adminis- 
trstor*s Hsndbook. 

ED 140 089 

Kentucky Jailers. Msnsgement snd Operations 
Manual. 

' ED 138 761 

AdalaigtnitlTe Problems 

CETA in Eastern Massachusetts. Finsl Report. 

ED 149 047 

E&ploratory Study of Administrative Barriers to 
Installation of Open Entry Enit Work E&peri- 
encet in Cooperative Qothing 'Retailing Pro- 
grams. Final Report. 

ED 142 838 

The Feasibility of FeasibilKy Testing: Obsjcrva- 
tions from the Portland WIN Voucher Test. 

ED 143 863 

Management Information Systems for Vocational 
Education: A National Study. Resiesrch and 
Development. Series No. 126. 

ED 141 602 

AdMlaUtrator Atdtidea 

Competency ProHle of Vocs tionsl Administra- 
tors. Vocational-Technical Educstion Research 
Report. Volume 15, Number 13. 

ED 147 565 

An Evaluation of the V.tECS Curriculum in Mis- 
sissippi. Final Report. 

ED 145 193 
Job Placement Services RcKsrch Study. 

ED 136 032 

Opportunities and Directions of the Vocational 
Home Economics Programs as Perceived by Loui* 
siana School Superintendents and Supervisors. Fi« 
nal Report. 

ED 147 551 

Role of the Vocational Education District Super- 
visor in Alabama. 

ED 147 538 
Systemic Issues in School to Work Trjnsitions 

ED 138 715 

AdmiaUtritor Education 

Advisory Committees in Vocstionsl Administra- 
tion. 

ED 145 158 

Comprehensive SufT Development Model for 
Delivery of Career Development System for the 
Public Schools of Hawaii. Phase IV. Final Report. 

ED 140 039 

Coordinating Vocational Curriculum Develop- 
ment. Mini-Module Number 1.3. 

£D 145 157 

Developing A Performance Based Professionsl 
Development Program For Vocational Adminis- 
trators. Final Report. 

ED 145 152 

Developing a System for Evaluating Instruction. 

ED 145 164 

Developing Competency- Based Training Materi* 
als to Meet the In-Service Needs of Local Voca- 
tional Administrators. Final Report 

ED 145 129 

Developing Short* snd Long- Range Vocational 
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Education Adminiilralive Plant. A Scir\Inilnic* 
lioful Module. Revised Ediiion. 

ED 145 089 

EfTecttve Wrilini for Voctlional Adminiilralion. 

SD 145 159 

E^tablith and Mainuin Linkaies Bctwr^.r Vo^a* 
Ikmal knd General Educatioh. 

ED 145 Vji 

EvtluatioM and Audit of Career and Vocatiok'al 
Teacher Education Centera. Final Report. 1972 
1973 School Year. 

ED 140 081 

Formulatinf Goals and Objectives fgr Vocstional 
Education Proirams. Competency*Baaed Ad* 
ministrator Education Module. 

ED 145 125 

Identification of Competencies Needed by School 
Superintendents Serving As Vocational Directors. 
Final Report Volume 1 of Two Volumes. 

ED 142 835 

Identificstion of Competencies Needed by School 
SupehntendenuScrvini As Vocational Directors. 
Final Report. Volume II of Two Volumes. 

ED 142 836 

Implementing Competency-Based Instruction in 
Vocational Education. Competency*Based Ad* 
ministrator Educstion Module. 

ED 145 122 
Industry Relations with Vocational Education. 

ED 145 160 

Mocivating Vocational Education Personnel to 
THeif Optimum Growth Potential. Competency* 
Based Administrator Education Module. 

ED 145 126 

Organi.xe and Direct the Total Vocational Pro- 
gram. 

ED 145 153 

Organizing and Conducting Staff Development 
Activities for Vocational Teachen. Competency* 
Based Administrator Education Module. 

ED US 127 

Organising for Vocational Curriculum Develop- 
ment. Mini*Module Number 1.^. 

ED 145 161 

Planning for- Vocational Curriculum Develop- 
ment. Mini* Module Number 11. 

ED 145 163 

Planning Vocational Educstion Programs for the 
Disadvantaged and Handicapped. Competency* 
Baaed Administrator Education Moduk. 

ED 145 123 

Preparing Local Plans for Administering Vocs* 
tional Education. Competency*Based Adminis* 
trator Education Module. 

ED 145 124 

Third Party Evaluation of FY 74 EPDA 553 * 
554 Cooperative Arrangemenu. Final Report. 

ED 145 148 

Translating Educstional Programs into Facility 
Requirements. 

ED 145 162 

User*! Guide" for Competency-Based Administra- 
tor Educstion Msterisls. 

ED 145 128 

Atelatotrttor G«Mm 

Metric Education: An Implementation Guide f'^r 
Vocational, Technical, and AduU Educators 

ED 142 824 

Admiatotrtttor RMpoMlbUity 

Career Education. Administrators snd Counse* 
lors Implementation Model. Module V> 
Implemenution. (5.1) Supervision of Teaching. 

ED 140 047 

Implementing Csreer Educstion. An Adminii* 
trstor's Hsndbook. 

ED 140 089 

Kentucky Jsilera. Msnsgemeni snd Operstions 
Msnual. 

ED 138 761 



Ad«iBiitnitor Rote 

Advisory Committer Hsndbook. Resesrch A 
Development Series No. 1 19*C. Csreer Plsnning 
Support System. 

ED 143 869 

Career Education Consulting Package. Pack V. 
Administrators. 

ED 137 626 

Career Education. Administrators and Counse- 
lors Implementation Model. Module Ill-Teacher 
Information and Orientation for Administrators. 
(3.1) Identify Charige Strategy. 

ED 140 042 

Career Education. Administrators and Counse- 
lors Implemenution Model. Module IV-Plan* 
ning. (4.4) Plans for Community Involvement. 

.ED 140 046 

Career Education. Administrators and Counse- 
lors Implemenution Model. Module V~ 
Implemenution. (5.2) Curriculum Evaluation. 

ED 140 048 
Competencies of Special Needs Coordinators. 

ED 141 597 

Coirpetency Profile of Vocational Administrs* 
tors. Vocational*Technical Education Research 
Report Volume 15. Number 13. 

ED 147 565 

Coordinator's Training Guide. Research A Deve- 
lopment Series No. 1 19-A. Career Planning Sup- 
port System. 

ED 143 866 

Developing the Leadership Potential of Urban 
Vocational Education Administratoiv. Nstiooal 
Leadership Seminar for Administrators of Voca- 
tional F^ducation in Large Cities (Columbus, 
Ohio. March 28*31. 1976). Leadership Training 
Series No. 48. 

ED 137 508 

The Little Book on Local VOC/TEC Education 
Advisory Councils: A Guide. 

; ED 141 505 

Organiutio^ snd Msnagement Guide for 
Arixona Dbtributive Educstion. 

I ED 147 525 

Organizing and Conducting Staff Development 
Activities for Vocstional Teachers. Competency- 
Based Admiaistrstor Education Module. 

ED 145 127 

A4oig8Cg«tg 

Nstiond Assessment of EjducstionsI Progress. 
Career and Occupational Development Technical 
Report: Eftercise Volume. 

ED 141 582 

Adof tftott (litflf) 

Increasing the Impact of Federally-Administered 
Vocational Educstion Eaemplary Pro|ectt. Finsl 
Report. Leadership Training Series No. 52. 

ED 149 031 

The Influence of Selected Organizational and Ad- 
ministrative Variables on Continued snd Ea* 
tended Use of Eaemplary Pro^ecu in Vocstionsl 
Educstion. Research snd Development Series 

No. 116. 

ED 138 814 

Vocstionsl Diffusion AssiiUnce Project. Finsl 
Report. 

ED 147 507 

A4mU Batk Eittcitioa 

Development snd Utilization of Metric Educs* 
tion Instructional Msterisli in Vocstional, Tech- 
nical, and Adult Education: Final Report. 

ED 142 8?5 

Metric Education: An Implemenution Guide for 
Vocationa!. Technical, and Adult Educators. 

ED 142 824 

Metrics for Good Measure. Level 1. Audio Tspe 
Script. 

ED 142 694 

Metnc* for Good Measure. Level 1. Instructor's 



Guide. Student Potttest Booklet. 

ED 142 693 

Metrics for Good Mcssure. Level I Student 
Workbook.- 

ED 142 692 

Metrics for Good Measure. Level II. lnstnctor*s 
Guide. 

ED 142 696 

Metrics for Good Measure. Level II. Student 
Workbook. 

ED 142 695 

Metrics for Good Measure Level HI. Instructor's 

Guide. 

ED 142 698 

Metrics for Good Measure. Level III. Student 
Workbook. 

ED 142 697 

Addt Dropottg 

St'ident Attrition in the Wisconsin VT.' E Sys-* 
tem-Phaae U. Final Report, 

ED 146 421 

Ad«lt EdkmHoB 

Adult Competency Instructional Guide Based on 
Adult Performance Level Studies. Career Educa- 
tion for Adultt. Consumer Economics Module. 
Health Module. 

ED 1 37 569 

Cost Benefit Model Development. Final Report. 

ED 146 435 

Educstional Leaves for Employees. European Ez* 
perience for American Consideration. A Report 
for the Carnegie Council on Policy Studies in 
Higher Education. 

ED 146 343// 

Innovstiod DiaaeminaUon for the Education of 
Adultt (IDEA). Lessons from s Demonstration 

Project. 9/1/73 - 9/1/75. 

ED 137 507 

Modifying Regular Programs and Developing 
Curriculum MsteriaU for the Vocatipoal Educa- 
tion of the Handicapped*. Progress Report 1977. 

ED 145 233 

Paid Educstional Lesve. NIE Papen in Education 
and Work: Number Siz. 

ED 140 022 

Profesaional Education Competencies Needed hy 
Beginning VTAE Teachers. Final Report. 

ED 142 845 

Region VI Inscrvice Training for Vocational* 
Technical Personnel (Arlington, Tezas, October 
7*10. 1975). Conference Report. 

ED 147 501 

Sttident Attrition in the Wisconsin VTAE Sya* 
tem. Phase 1. Final Report. 

ED 136 012 

Teaching Adult Education Courses: The Busineaa 
Management Model. Social Sciencea. Agricul- 
tural Education 3. Information Bulletin 98. 

ED 141 589 

Teaching Adult Education Courses: The Self*Ful* 
fUlment Model. Social Sciences. Agricultural 
Education 2. Informstion Bulletin 91. 

ED 141 590 

Adtlt EdvctttoB Progrttu 

VTAE Field/Community Service Evaluation 
Model and Procedures. Phase IL Fuial Report. 

ED 142^839 

Aiwlt UicBtorg 

Profile of Adult Vocstional Teachen in Pennsyl- 
vanis. Adult Vocational Education, Monograph 
Number 2. Vocsfional-Technicsl Education Re- , 
Msrch Report. Volume 15, Number 3. 

ED l4^ 473 

A Teacher's Guide to Metrics. A Series of In* 
Service Bookleu Designed for Adult Educstors 

ED 139 904 
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A4«ltProtram 

FaciliUtini ihe Career Development of Home- 
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Power and Transportation. 

ED 139 967 

American Industries. Performance Objectives. 
Vdume 1. 

ED 139 976 

American Industries. Performance Objectives. 
Volume 2. 

ED 139 968 

Appl'ance Services. Basic Course. Career Educa- 
tion. 

ED 139 952 

Appliance Services. Intermediate Course. Career 
Education. 

ED 139 951 

Auto Mechanics. Performance Objectives. Baste 
Course. 

ED 139 948 

Automotive Body Repair Performance Objec- 
tives. Basic Course. 

ED 139 950 

Automotive Body Repair Performance Objec- 
tives. Intermediate Course. 

ED 139 957 

Building Maintenance. Performance Objectives. 
BASic Course. 

ED 139 963 

Business Machine Maintenance. Performance 

Objectives. Basic Course. 

ED 139 931 

Business Machine Maintenance. Performance 
Objectives. Intermediate Course. 

ED 139 930 

Cabinetmaking. Performance .Objectives. Basic 
Course. 

ED 139 932 

Career Guidance. Counseling, Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guidance Program Process. Behavioral Ob- 
jectives: A Procedural and Training Guide ^or the 
Development of Behavioral Objectives for Career 
Guidance. Research and Development Series 
Number 118 B3. 

ED 142 755 

Carpeniry. Performance Objectives. Basic 
Course. 

ED 139 962 

A Catalog of Performance Objectives. Criterion- 
Referenced Measures and Performance Guides 
for Combination Welding. Revised. 

ED 147 608 

Child Care Services Guide. Performance Objec- 
tives. Criterion Measuies. Home Economics. 

ED 139 934 

Clothing and Textiles ffisource Uiiit. Sewing on 
Knits 

ED 146 352 

Clothing/ Apparel and AccesAories Merchandis- 
ing A Suggested Intrr(Ti5c*iplinary Guide. 

ED 146 357 

Commercial and Advertising Art. Performance 

Objcctiv'es. Basic Course. 

ED 139 944 
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Consumer Educaiion-home Economici Perfor- 
mance Objeciivei. Criterion Measures. Home 
Economica. 

ED 139 979 
Curriculum Guide for Building Construction. 

FD 141 623 

Custodial Services and Building Maint: Perfor- 
mance Objectives. 

ED 139 933 

Deveiopini Performance Objectives and Criteri- 
on-Referenced Mersures for Perform ancr. Based 
Instruction in Vocational Education 

ED U9 041 

Developing Performance Objectives. Self-Paced 
Instructional Module. Module Number Vlll-B. 

ED 141 553 

Diesel Mechanics. Performance Objectives. Buic 
Course. 

ED 139 941 

Diesel r.'^cha'.iics. Performance Objectives. Inter- 
mediate Course. 

ED 139 942 
Draftii^g. Competency Based Curriculum. 

ED 146 349 

Drafting. Performance Objectives. Basic Course. 

ED 139 940 

Electronics Technology. Performance Objectives. 
Baiic Course. 

ED 139 938 

E&ploration of Child Care, Guidance and Service 
Occupttions. Performance Objectives. Criterion 
Measures. Home Economics. 

ED 139 964 

Eiploration of Food Management, Production 
and Services Occupations. Performance Objec- 
tives. Criterion Measures. Home Economics. 

ED 139 965 

Eiploration of Home Furnishings. Equipment 
and Services Occupations. Performance Objec- 
tives. Criterion Measures. Home Economics. 

ED 139 974 

Exploration of Institutional Home Management 
and Supportive Services Occupations. Perfor- 
mance Objectives. Criterion Meuures. Home 
Economics. 

ED 139 966 

Exploring Small Animal Care. Teacher's Guide. 

ED 147 569 

Family Life Education Resource Unit. Self Con- 
cept. 

ED 149 010 

Family Life Education Resource Unit. Single Liv< 
ing. , 

ED 149 on 

Family Living. Performance Objectives. Cnlerion 
Measures. Honfc Economics. 

ED 139 969 

Food Preparation and Service. An Introductory 
Course for Food Services Careers. 

ED 140 035 

Food Production and Services. Performance Ob- 
jectives. Criterion Measures. Home Economics. 

ED 139 935 

Foods and Nutrition Resource Unit. Entertaining. 

ED 146 354 
Forestry Occupations. A Curriculum Guide. 

ED 142 841 

Fundamentals of Child Care Occupations Per- 
formance Objectives. Criterion Measures. Home 
Economics. 

ED 139 970 

Gasoline Engine Mechanics. Performance Obj?C' 
ttves. Basic Course 

HD 139 929 

Gasoline Engine Mechanics. Performs ncr Objec- 
tives. Intermediate Course 

ED .139 928 

General Business for Economic Awareness. Cur- 
ricuhim Guide 



ED 143 81ft 

Graphic Communications. Industrial Arts. Per- 
formance Objectives. Junior High School. 

ED 1*39 972 

Home Economics Education. Curriculum Plan- 
ning Guidelines. Levels IIMV'V. 

ED 140 069 

Home Economics I. Buic Core. Vocational Home 
Economics Education. Revised. 

ED 146 402 
Home Economics (1. Basic Core. Tenth Grade 

ED 146 403 

Home Economics. Exploration of Clothing V^n- 
agement, Production and Service Occupations. 
Performance Objectives. Criterion Measures. 

ED 138 775 

Home Economics. Sample Test Items. Levels 1 
and 11 

ED 140 066 

Home Economic$-A Look-A Job-A Future. A 
Course of Study at a Pre-Vocational Level for 7th 
and/or 8th Grade. 

HD r43 803 

Home Furnishings Merchandising. A Suggested 
Interdisciplinary Guide. 

ED 146 356 

Housing and Home Furnishings Resource Unit. 
Landscaping the Homegrounds. 

ED 146 353 

Industrial Electronics. Performance Objectives. 
Basic Course. 

ED 138 777 

Industrial Work Expcriance 11. Curnculum 
Guide. General Related Study Units. 

ED 142 71 1 

Introduction to Marketing for 9th GrJide Stu- 
dents. 

ED 147 632 

Law Enforcement Careers. Performance Objec- 
tives. Basic Course. 

ED 139 Q55 

Law Enforcement Careers. Performance Objec- 
tives. Intermediate Course. 

* ED 139 954 

Machine Shop. Performance Objectives. Basic 
Course. 

ED 138 776 

Machine Shop. Performance Objectives Inter- 
mediate Course. Career Education. 

ED 139 955 

Manual for Writing Benaviortl Objectives. Re- 
search A Development Series No. 1 19-H Career 
Planning Support System. 

ED 143 874 

Marine Engine Mechanic? Performance Objec- 
tives. Basic Course. \ 

ED 139 961 

Marine Engine Mechanics. Performance Objec 
lives. Intermedial^ Course 

RD 139.960 
Masonry. Ba^^ Course Career Education 

ED 139 959 

Masonry. Performance Objectives Intermediate 

Course. 

ED 139 945 

Metals Industrial Arts. Performance Ohjeciivcv 
Junior High School 

ED 973 

Middle School Resource UnU. Explonng Yniir 
World. 

ED 145 121 

Mining Careers. Instructor'^ Manual and Stu- 
dent's Basic Course of Study Recommended 
Courses for Entry Level Miner. General Inside 
Laborer, Timber Framer. F ace Worker 

ED !4ft 4!^ 

NWREL Experience-Based Career Education 
, Program. FY 75 Final Evaluation Report. Appen- 
dices, 

ED 142 701 



Ohi(i's Career Continuum; Family Life, Motiva- 
tion, Orientation, Exploration. ViKaiional or Prc- 
Professional Training. Adult, Technical and 
Collegiate Training. Career Exploration Program. 
Grades 9-10. Career Development Component. 

ED 145 218 

Ohio's Career Continuum: Family Life. Motiva- 
tion, Orientation. Exploration, Vocational Train- 
ing or Pre-Professional Training, Adult, Technical 
.\nd Collegiate Training. Career Orientation Pro- 
gram, Grades 7-8. Development Component. In- 
dividual Discipline Cluster. 

F.D 141 583 

Orientation to Home Economics Occupations. 
Performance Objectives. Criterion Measures. 
Home Economics. 

ED 139 975 

Performance Content for Job Training. Volume 4. 
Deriving Performance Requirements for Train- 
ing. Research and Development Series No. 124. 

ED 146 372 

Personal Career Orientation. Performance Objec- 
tives. Criterion Measures. Home Economics. 

ED 139 977 

Plumbing. A Catalog of Performance Objectives. 
Criterion Referenced Meuures and Performance 
Guides. 

ED 146 437 

Printing. Performance Objectives. Basic Course. 

ED 139 943 

Printing. Performance Objectives. Intermediate 
Course. 

ED 139 939 

Radio and Television Servicing. Intermediate 
Course. 

ED 139 936 

Service Station Attcno.tnt Performance Objec- 
tives. Basic Course. ^ 

ED 139 949 

Sheetmetal. Performance Objectives. Basic 
Courre. 

ED 139 956 

South Dakota Statewide Core Curriculum, Career 
Ladder, and Challenge System. A Case History. 

ED 141 647 

A Study of Job Demands and Curriculum Deve- 
lopment in Agricultural Training Related to the 
Muskegon County Wastewater Management Sys- 
tem. Final Report. Volume 111. Student Terminal 
Performance Objectives and Instru^tioni*! 
Modules. 

/•D \M 62g 

Trade and Industrial Ed'icaiion. CV)urs(: i.f Study 
for Mine Equipment M;iin cna.icc 

EO 147 468 

A Training McKiule: Dcvc..»ping a Job Entry, In- 
dividualized Curriculum 

ED 143 78.^ 

Using Task Data in Diagno^^tic Radiology Re- 
search Report No. 8. Volumr- 2. Curriculum Ob- 
jectives for Radiologic Technology 

ED 145 096 

Welding Perfoimancc Ohfcctivcs BasK Course 

ED 139 947 

Welding Performance Objectives Inter media tt- 
Course 

ED \M) g46 

WoikIs. Industrial Arts Performance Ohjcclivcs. 
Junior Migh School 

ED I ^9 97H 

Writing Behavioral Ohjeitivvs A I'rocc^liiral 
(juide f(ir the Behavioral Ob|ci tive Spriialisi Re- 
search A Developnicnl Series No 119 1 Career 
Planntng Support System 

ED M < HIS 
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Behavioral Science Research 

Circcr Development. Exploration and Commit- 
ment. 

ED 135 946// 

Bhutan 

National Planning of VtKalional and Technical 
Training. Colombo Hlan Seminar. 0 hmiphu, Bhu- 
tan. April 19-22. 1976) 

FD 145 212 

Bihiiographles 

Career Bibliography. A Guide to Free and Inex-. 
pensive Occupational Information. 

ED 140 065 

Career Exploration Occupational Infortnation tor 
the Junior High/ Middle School. A Planning Cur- 
riculum Guide. 

ED 146 350 

Consumer Education Resources. 

FD 135 972 

Teaching Special Needs Students. Selected Re- 
sources for Vocational Teachers and Teacher 
Educators. 

ED 146 428 

BlUngual Education 

Bilingual Vocational Technical Training Program. 
Final Evaluation Report 

ED 145 223 

Minnesota Bilingual Vocational Training Project. 
Final Report. 

ED 145 188 

A Model for the Implementation of Bilingual Vo- 
cational Training. Final Report. 

ED 147 537 

The Nerd for Bilingual Vocational Education 
Programs in Secondary Schools in Texas. Final 
Report 

tDJ37 518 

Bilingual Students 

National Workshop to Increa.sc Spanish Speaking 
American Participation in Vncaiional Education 
at All Levels. Final Rcp<irt 

ED 146 440 

Biological Sciences 

Career Unit. Careers in the Environment. 

ED 142 738 

Native American Career Education Unit Living 
with the Land. 

ED 147 602 

Black Attitudes 

National Conference on Increasing the Participa- 
tion of Black Americans in Vocational Education. 
Proceedings of a National Conference (VPI & SI'. 
Blacksburg. Virginia. March 13-16, 1977). 

ED 142 799 

biack Employment 

Bbok Experiences Versus Black Expectations (A 
Case fo! Fair-Share Empioyruenl ) Research Rc- 
pon No. 53 

ED 145 1H7 

Black Students 

The Participation of Minorities in Vocational 
Education, Manp<iwcr attd Career Oriented Pro- 
grams. Special Focus on Black Americans. An 
Annotated Bibliography 

ED 141 641 

Blacks 

( areer Education Implications for Min{»rilics. 

ED 141 6^7 

Career Options inr Hlaek Women 

FD HK 812 

Employment Profiles o! Wfwnen and Mmontic; in 
21 MeUopolitan Areas. 1*^74 Research Report 
No 

ED 142 722 

The Impact of I cgal and Administrative Reme- 
dies to Overcome Distriniination itr Prnploy- 
inent Final Report 



ED 139 919 

National Conference on Increasing the Participa- 
tior» '^f Black Americans in Vocational Education 
Proceedings of a National Conference (VPl &SU. 
Blacksburg. Virginia. March 13-16 1977). 

ED 142 799 

Pride A^:»insl Prejudice: Work 'u\ the Lives of 
Older Black and Young Puert(» Rican Workers. 
Final Report. 

ED 137 619 

Blake Interaction Model 

The Blake Interaction Model for Task Force Pro- 
gram Development in Vocational Education. 

ED 145 111 

Book Binding 

Metrics for Bindery Operation 

ED 135 960 

Bookkeeping 

Machine Accounting. An Instructor's Guiilc 

ED 140 068 

Bricklaying 

■ Masonry. Basic Course. Career Education. 

ED 139 959 

Masonry. Performance Objectives. Intermediate 
Course. 

ED 139 945 

National Apprenticeship and Training Standards 
for Bricklaying. Revised. 

ED 146 360 

Bristol Vocational Test 

The Development of Vocational Modules and an 
Evaluative Instrument at Readability Levels 
Which Are Comprehensible by All Students in the 
High School Vocational Program. Final Report 

ED 146 400 

Broadcast Operators 

Broadcast Operator Handbook. Radiotelephone 
3rd Class Operators' Permit Broadcast Endorse- 
ment. First Editic»n. 

ED 137 586 

Broadcasting 

Broadcast Operator Handbook. Radiotelephone 
3rd Class Operators* Permit. Broadcast Endorse- 
ment. First Edition. 

ED 137 586 

Building Trades 

Curriculum Guide for Building Constructicm. 

ED 141 623 

Buildings 

Building Maintenance Performance Objectives. 
Basic Course. 

ED l39 963 

C ustodial Services and Building Maint: Perfor- 
niiincc Objcctivcr.. 

ED 139 933 

Business 

An Assessment of WIN and Welfare Tax Credits. 
Final Report No lOOl. 

ED 138 753 

Business Ownership and Management Cor^Cur- 
riculum Teacher's Guide. 

ED 14"? 559. 

Business Ownership Curriciilnm Project for the 
Prevocational and Exploratory Level (Grades 7. 
9). Final Report 

ED 147 558 

Career Explorations. Schools-Business-lnduslry 
Guidelines Implcnicntation 

ED 145 

Second Year Mattual for the Ki-titnt ky Ap- 
palaihia Vocational StalT Kxchangc Project Re 
V iscjI 

HD 14 ^ 848 

Statewide Business Fduiatuiti r.valuatinn (dm 
intttre 

\.\y 14'^ 0^0 



A Survey of the Manpower Training Needs of 
C onnecticut Business and Industry with Special 
Emphasis on the Oevclopw^nl of h Computer- 
Ba.sed Model for VcKational-Career Information 
Delivery Systems. Final Report. 

to 13^ 038 

Business Administration 

Business Ownership Curriculum Prt^jcci for the 
Prevocational and Exploratory Levi (Grade? 7- 
9). Final Report. 

ED 147 558 

The Development of Enlieprtneurs through Vo- 
cational Education, tntnxiaction to Entre- 
prencurship. Modularized Instructional Units. 

ED 142 770 

The Development of Entrepreneurs through Vo- 
cational Education. Project Report. 

ED 142 771 

Teaching Adult Education Courses: The Business 
Management Model. Social Sciences. Agricul- 
tural Education 3. Information Bulletin 98. 

ED 141 589 

Business Cycles 

A Government Policy To Incluce Efficient Re- 
training During Unemployment. 

ED 147 647 

Business Education 

Business and Office Education Audio-Response 
Research Project. Final Report. 

ED 145 216 

Criteria for Assessing Content Validity of Cooper- 
alive Education Courses in Post-Secondary Busi- 
ness Programs. 

ED 146 .344 

Dead Ends. An Office Education Mini Cur- 
riculum Manual on Periods. Questions. Exclama- 
tions, and Semicolons. 

ED 146 325 

Dispel Misspelling An Office Education Mini 
Curriculum Manual on Spelling. 

ED 146 328 

Draw Me Big; An Office Education Mini Cur- 
riculum Manual on Capitalization. 

ED 146 326 

General Business for Economic Awareness. Cur- 
riculum Guide. 

ED 143 Hl6 

Give a Word a Break: An Office Education Mini- 
Manual on Wnrd Division. 

ED 146 321 

Handbook on Teacning Strategies for Typewrit- 
ing. Shorthand. Accounting. Office Procedures. 
Basic Business. 

ED 142 844 

Let's Get Together: An Office Education Mini- 
Manual on Subicct-Verb Agreement 

ED 146 S22 

The Metric System and Its Impact on Business 
Education. 

ED 141 604 

Native American Cacccr Educali*)n l.'nit. Putting 
Your Money to Work. 

ED 147 601 

One. Two. Three. An Office Education Mini Cur- 
riculum Manual on Nninhcrs 

ED 1*6 327 

Vro^ram of Sliuiies (m Biisuicss and Office Edu- 
cation. 

ED 145 088 

Piinclualion P<)tp<nirii An (Office Education Mini 
C nrriculum Manual on Other Pimcluation Marks 

ED 146 329 

Rci (jmmcndations for tbc Operation of a Mobile 
Business Education In'itriic tuinal Materials Rc- 
snurcc C enter / 

ED 145 132 

S with or without a Sqiiigplc An Offiic Education 
Mini Currunlutn Mjnual on Plurals * Posses- 
si vrs 
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HD 146 i23 

Short SlofH. An Office fcducnlioi Mini C ur- 
riculum M^nutl on Commas, Dashcit, and Parer" 
theses. 

ED 146 324 

Statewide Business Education Evaluation Com- 
mittee. 

EO |.t9 020 

Teacher Guide and Test Answer? tn Teii Office 
Education Mini-Manuals on Office Commuiiica- 
iion Proofreading. 

ED 146 320 

What's Wrong? An OOfice Educ?»ion Mini Cur- 
riculum Manual on Catching Errors. 

ED 146 330 

Bufinm EflgJifh 

Dead Endi. An Office Education Mini Cur- 
riculum Manual on Periods. Questions, Exclama- 
tions, and Semicolons. 

ED 146 325 

Dispel Misspelling. An Office Education Mini 
Curriculum Manual on Spelling. 

ED 146 328 

Dra* Me Big: An Office Education Mini Cur- 
riculum Manual on Capitalization. 

ED 146 326 

Give a Word a Break: An Office Education Mini- 
Manual or. Word Division. 

ED 146 321 

Let's Get Together: An Office Education Mini- 
Manual on Subject- Verb Agreement. 

ED 146 322 

One, Two, Three An Office Education Mini Cur- 
riculum Manual on Numbers. 

ED 146 327 

Punctuation Potpourri. An Office Education Mini 
Curriculum Manual on Other Punctuation Marks. 

ED 146 3^9 

S with or without a Squiggle. An Office Education 
Mini Curriculum Manual on Plurals A Posses- 
sivcs. 

ED 146 323 

Short Stops An Office Education Mini Cur 
riculum Manual on Commas. Dashes, ind Paren- 
theses. 

ED 146 324 

Teacher Guide and Test Answers to Ten Office 
Education Mini-Manuals on Office Communica- 
tion Proofreading. 

ED 146 320 

What's Wrong? An Office Education Mini Cur- 
riculum Manual on Catching Errors. 

ED 146 330 

Basiness Mathematics 

• Business Math in Everyday Life 

ED 147 508 

Business Sliills 
Competency Based Curriculum Prt?- Vocational 
Business A Office Cluster. One 

ED 138 773 

Competency Based Curriculum Pre-Vocational ' 
Business A Office Cluster Two. 

' ED 138 774 

The Development of Entrepreneurs through Vo- 
cational Education Introduction to Entrc- 
preneurship Modularized Instruitioniil Unitv 

ED 142 770 

Business Subjects 

Handbook on Teschmg Strategies for Typewrit- 
ing. Shorthand, Accounting. Office Protedures. 
Basic Business 

ED 142 H44 

Vi\c Metric Systern and Itv Impact on BuMness 
Education. 

HD 141 604 



Cabinetmaking 

Cabinetmaking. Pcrfotmancc Objectives. Basic 
Course. 

ED 139 932 

Cake Decorating 

Basic C#ke Decorating V'arkbiwk. 

ED 138 744 

California 

Community Involvement in Vocational Educa- 
tion. 

ED 145 247 

An Evaluation of Projects Funded by the Suteof 
California under Title 1, Parts C and D, of the 
Vocational Education Amendments of 1968, 

ED 145 0V2 

EUREKA. The California Career Infcrmatio.i 
System. Annual Interim Report. 

ED 145 144 

Manpower Projections to 1980. Econometric 
Study. 

ED 136 000 

A Study of Articulation Practices in Selected In- 
dustrial Education Programs between Public Se- 
condary Schools ind Community Colleges in 
California. Final Report. 

ED 145 168 

California Occupational Preference Survey ^ 

Evaluation of Self Administration, Self Scoring, 
and Self Interpretation of the California Occupa- 
tional Preference Survey. 

ED 145 110 

Candle Making 

Career Unit. Living in the Loral Community. 

ED 142 739 

Capitalization (Alphabetic) 
Draw Me Big: An OfTjce Education Mini Cur- 
riculum Manual on Capitalization. 

to 146 326 

Career Awareness 

An Assessment of Benefits Derived from' Mem- 
bership in a Vocational Student Organization in 
the VcKational. Technical and Aduli Education 
System Final Report. 

ED 145 234 

Career Exploration Program: A Cluster Ap- 
proach. Publication No. 0057. 

ED J43 799 

Oevting Started: A Guide to Writing Your Own 
Curriculum. The Pennsylvania Guide for Instruc- 
tional Improvement through Career Education. 
Elementary Volume K-6 

ED 141 500 

The House That Jill and Jack Built. 

ED 149 013 

Orientation to Home Economics Occupations. 
Performance Objectivev Criterion Measures. 
Home Economics. 

ED 139 975 

A Review of Career Education Evaluation Stu- 
dies Monographs on Career Education. 

ED 141 5K4 

Twenty Trades to Read About. 

ED 145 189 

Career Change 

The Influence of Job Characteristics and the 
Family on the Propensity to Change Careers An 
Expectancy Theory Approach Research Rcp.)rt 
No 12 

ED 138 725 

(Jccupaiional Mobility and Career f^lanning: 
What Is deeded"' 

ED 138 830 



Career Choice 

Bibliography on Life/Career Planning. 

ED 135 975 

Career Interest Characterizing and Reporting 
System May I, 1976 * May 31, 1977. Final Re- 
port. 

ED 145 131 

Field Tested Vocational Decision Making Pro- 
grams, A Guidebook for Counselors and Voca- 
tional Education Teachers. 

ED 141 625 

Implementation of a Sute-Wide Computer- Based 
Occupational Information System with Multi- 
Facet Delivery System*. 

ED 136 026 

Involving Signiftcapt Others in Career Plan ning: 
A Counselor's Handbook. Research and Develop- 
ment Series No. 128. 

ED 145 149 

Nontraditional Vocational Educational Programs 
for Women: Final Report. 

ED 136 025 

Persona) Career Orientation. Performance Objec- 
lives. Cnterion Measures. Home Economics. 

ED 139 977 

Pre-Postsecondary Program A Health Careers 

Curriculum. 

ED 145 210 

Pre-Postsecondary Program. A Social Science Ca- 
reers Curriculum. 

ED 145 208 

Pre-Postsecondary Program. An Engineering Ca- 
reers Curriculum. 

ED 145 209 

Sex as a Determinant in Vocational Choice. Final 
Report. 

ED 145 135 

A Study of the Familial and Career Attitudes of 
College Women Enrolled in Typical and Atypical 
Programs. 

ED 138 736 

Sugar ind Spice Is Not the Answer. A Parent 
Handbook on the Career Implications of Sex 
Stereotyping. Research and Development Series 

No. 129. 

ED 147 560 

Teacher's Manual to Accompany "How to Get a' 

Job." 

ED 145 249 

Technician. Career with a Future. 

ED 145 176 
Vacation Guide for Vocational Decisions. 

ED 1.42 710 

Vocational Determination Process through 
School, Industry and Community Involvement. 
Final Report. 

ED 149 042 

Career Development Inventory 

Methodology for the Evaluation of Career Deci- 
iion Making Skills in Rural Schools. Final Report 

, ED 145 134 

Career Development Units 

Analyzing Methods. A Procedure; ouide for the 
Method Specialist. Research * Development Ser- 
ies No. 1 19.G. Career Planning Support System. 

ED 143 873 

Producing CDUs. A Procedural Gi^ide for CDU 
Instructors. Research A Development Series No. 
119'J. Career Planning Support System. 

ED 143 876 

Career Education 

Abstracts of Research and Development Projects 
in Career Education. Fiscal Year )973 Program. 

ED 136 068 

Administrative Handbook on Student Intern- 
ships. I 

ED 145 it9 

Advocacy on Issues: Accountability. Work Ex- 
perience, A«es^mcni. Care?r Clusters, Post- 
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Secondary Expansion. 

ED 147 470 

Analysis and Synthesis of Competencies Needeu 
by Vocational and Career Educators: Phase 1 of a 
ProfcMional Developmerit S»udy for Maasa^ 
chusetts. 

ED 137 570 

An Analysis of National Certification Require- 
ments and Profeaaional Development Sundards 
for VocAl'.onal Education Personnel. Phase II of a 
Professional Development Study for Massa* 
chusctis, Volume 111. 

ED 146 410 

An Annotated Biblio|raphy of Selected Cur- 
riculum Materials. Arts and Humanities Occupa- 
tional Clusier. 

ED 137 606 

Annual National Leadership Development Semi- 
nur for Stutc Directors c«t Vocational liducation 
(7th. Columbus. Ohio, September i4-26, 1974). 
Improving** Vocational Curncula in Local Educa^ 
lion Agencies. Leadership Training Series No. 42. 

ED UO 100 

Attitudes Expressed by Monuna High School 
Home Economics Teachers Concerning Career 
Education. 

ED 143 M49 

The British Experience in Educational Change, 
Careers Education, School Counselor Role and 
Counselor Training: Implications for American 
Education. Monographs on Career Education. 

ED 142 846 

Career and Vocational Education in the 19b0s: 
Toward a Proci^s Approach. Final Report. 

' ED 138 819 

Career Education and Basic Academic Achieve- 
ment. A Descriptive Analysis of the Researc^i. 

RD 140 032 

Career Education and the Busincss Lsb^lndus- 
try Community. Monographs, on Career Educa- 
tion. 

\ F.D 146 361 

Career Education and Vocational Education: A 
Comparison. 

GD 141 494 

Career Education Consulting Package. Pack 1. 
Counselors. 

ED 137 622 

Career Education Consulting Pack^g^. Pack U- 
Pri.nary K*3. 

ED 137 623 

(^areer Education Consulting Package. Pack 111 

Junior/Scnljr High. 

^ ED 137 624 

Career Education Consulting Package. Pack IV. 
lntermrdi«te. 

ED 137 625 

Career Education Consulting Package. Pack V. 
Administra\4>rs. 

ED 137 626 

Career Education Consulting Package. Pack VI. 
Handouts and Transparencies. 

ED n*' 627 

Career Education m Higher Education, An Infu- 
sion Modrl. 

ED 143 814 

Career Education in New York State. A Catalog 
of Ideas and Pr-xlucts from 22 New Yotk State 
VEA-Supported Projects. 

ED 133 
Career Education Program Assessment. 

ED-147 503 

Career Education Administrators and Counse- 
lors Implementaiion Model Module I Career 
Education Informatien 

ED 140 040 

Career Education Administrators and Counse- 
lors Implementation Model. Module 1 1 Orienta- 
tion Module 

ED 140 041 



Career Education. Administrators arid Counse- 
lors Implerr.entation Model. Module Ill-Teacher 
Information and Orientation for Administrators. 
(3.1) Identify Char|e Strategy. 

ED 140 042 

Career Education. Administrators rnd Counse- 
lors Implementation Model Module IV Plan- 
ning. (4.1) Develop Plans for Curriculum 
Preparation and Infusion. 

ED 140 043 

Career Education. Administrators and Counse- 
lors ImplemenUtion Niodcl. Module iV-Plan- 
ning U.2) Plans for Resource Allocation. ' 

ED 140 044 
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tional Education Teachers. 

ED 141 525 

Fire Safety Training Handbook. 

ED 145 260 

FtXK) Services Reading and Language Activities. 

ED 140 064 

F<MxJsand Nutrition Revmrce Unit. Entertaining 

ED 146 )54 

Forestry Occupations A Curriculum Guide. 

ED 142 841 

From Autos To Stereos A Collection of Read- 
ings. 

ED 147 

General Businc^^ for Kcoiiomic Awareness Cur- 
riculum Guide 

ED 143 816 

(Jetting Started. A Ciuide to Writing Your Own 
Curriculum The Pennsylvania Guide for Instruc- 
tional Improvement through Career Education 
Hlementary Volume K-6 

ED 141 500 

Getting Started: A Guide to Writing Your Own 
Curriculum 1*he Pennsylvania Guide for Instruc* 
tional Improvement through Career Fducation 
Junior High Volume 7^ 

FD 14 1 i^V) 

Getting Started A Ciuule to Writing Your Own 
Curriculum The Pennsylvania Guide for Instrui 
tional linpnivcnent through C arccr hducatum 
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ED 141 501 

Government Agency Management A Major Oc- 
cupational Group in the Public Service Cluster. 

ED 145 268 

Government Agency Management. A Major Oc* 
cupational Group in the Public Service Cluster 
Teacher's Manual 

ED 145 269 
Graphic Communications. Curriculum Guide. 

ED 147 461 

Handbook of Discovery Activities for Consumer 
and Homemaking. 

ED 145 091 
Health Occupations. Nursing Assistant. 

ED 143 779 

Home Economics 1. Basic Core. Vocational Home 
Economics Education. Revised. 

ED 146 402 

Home Economics 11 Basic Core Tenth Grade 

ED 146 403 

Home Economics-A Look A Job A Future. A 
Course of Study at a Pre* Vocational Level for 7th 
and/or Hth Grade. 

ED 143 803 

Home Furnishings Merchandising. A Suggested 
Interdisciplinary Guide. 

ED 146 356 
Horticultural Practices. Activity Guides. 

ED l.n 617 

The House That Jill and Jack Built. 

ED 149 013 

Houring and Home Furnishings Resource Unit. 
LandKaping the Homcgrounds. 

ED 146 353 

Identifying Functions of Agencies Involved in In- 
dustry Services. Self-Paced Instructional Module 
Module Number Il-C. 

ED 141 537 

Implementing Competency- Based Instruction in 
Vocational Education. Competency-Based Ad- 
ministrator Education Module. 

ED 145 122 

The In-Plant Printer. 

ED 137 555 

Industrial Work Experiance II. Curriculum 
Guide. General Related Study Units 

ED 142 71 1 
Industry Relations with Vocational Education. 

ED 145 160 

Insights into Industry and Technology. Cur- 
riculum Guide . 

ED 147 648 

Introduction to Decision Making in Public Ser- 
vice. A Major Unit in the Public Service Cluster. 

ED 145 264 

Introduction to Decision Making in Public Ser- 
vice. A Major Unit in the Public Service Cluster. 
Teacher's Manual. 

ED 145 265 

Intrcxluction to ' . iseting for 9th Grade Stu- 
dents 

ED 147 632 

Kansas Administrators and Teachers Curriculum 
Plans for Secondary Career Education Infusion. 

ED 145 171 
Language Workbcmk for FckxI Service. 

ED 145 119 

Machine Shop Operations 2 Milling Machine. 
Heat Treatment of Metals, and Grinders. 

^ ED 1 37 618 

Manufacturing Technology. Cuiriculum Guide 

ED 147 462 

A Marketing ^nd Distribution Curriculum Ciuide 

HIJ 147 62V 

Metal f-'ahncation I raiir and Industrial Educa- 
tion C')Urse of Stuciy 

HD I 16i)6J 

Metrw.s for fiiMid Measure l evel I Audio Tape 
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ED 142 694 

Metrics for Good Measure. Level I. Instructor's 
Guide. Student Posttest Booklet. 

ED 142 693 

Metrics for Good Measure. Level I. Student 
Workbook. 

ED 142 692 

Metrics for Good Measure. Level 11. Instructor's 
Guide 

ED 142 696 

Metrics for Good Measure. Level 11. Student 
Wdrkbook. 

ED 142 695 

Metrics for Good Measure. Level 111. Instructor's 
Guide. 

ED 142 698 

Metrics for Good Measure. Level ML Student 
Workbook. 

ED 142 697 

Middle School Resource Unit. Exploring Your 
Worid 

ED 145 121 

Monster Math. 

ED 14> 570 

Native American Career Education LInit. Cooper- 
ation. 

ED 147 597 

Native American Career Education Unit, From 
Idea to Product. 

ED 147 598 

Native American Career Education Unit. Getting 
Ready for Jobs. 

ED 147 606 

Native American Career Education Unit. Living 
with the Land. 

ED 147 602 

Native American Career Education Unit. Part of 
the Whole World. 

ED 147 596 

Native American Career Education Unit. Plan* 
ning. 

ED 147 604 

Native American Career Education Unit. Putting 
It All Together. 

ED 147 605 

Native American Career Education Unit. Putting 
Your Money to Work. 

ED 147 601 

Native American Career Education Unit. The Ca« 
reer Fair. 

ED 147 607 

Native American Career Education Unit. The 
Community in Transition. 

ED 147 600 

Native American Career Education Unit. The 
Community. 

ED 147 599 

Native American Career Education Unit. Work- 
ing for the People. 

ED 147 603 

Occupational Preparation in Hoapitality and Re- 
creation: Lodging Services, Travel Servicei, Rec- 
reation, Sports, Entertainment, and Cultural 
Services. Teacher's Guide/Student Materials. 

ED 136 040 

Ohio'y Career Crmtinuum: Family Life, Motiva- 
tion. Orientation, Exploration, Vocational or Pre- 
Professional Training, Adult, Technical and 
Collegiate Training Career Exploration Program 
Grades 9-10 Career Development Component. 

ED 145 218 

Ohio's Career Continuum; Family Life, Motiva- 
tion, Orientation, Exploration, Vocational Train* 
ing or Pre-Professional Training. Adult, Technical 
and Collegiate Training. Career Orientation Pro- 
gram, Grades 7-8 Development Component In- 
dividual Discipline Cluster. 

F:D 141 S^} 

Orgnnire and Direct the Total VtKational Pro- 
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gram. 

ED 145 153 

Orgaiiizifii for Voc«liootl Curriculum Develop- 
meat Mini-Module Number 1.2. 

ED 145 161 

Outboard Repair. 

ED 146 393 

Ptanninf for Vocational Curriculum Develop- 
ment. Mini' Module Number 1.1. 

ED 145 163 

Plumbini. Trade and jndusirial Education Courac 
of Study. 

ED 136 062 

Prc-Poataacofidary Profram. A Health Carecra 

Curriculum. 

ED 145 210 

Frt-Poataacondary Program. A Social Science Ca- 
raara Curriculum. 

ED 145 201 

Pre-Poataacondary Program. An Engineering Ca- 
raen Curriculum. 

ED 145 209 

A Profact to Rewrite and Restructure the Com- 
pttitiva Evenu Cor the Distributive Education 
Cluba of America, Te&u Association. Final Re- 
port. 

ED 137 576 

Readings in the Automotive Trade. 

ED 147 568 

Regulatory Services and Records. A Major Occu- 
pational Group in the Public Service Cluster. 

ED 145 276 

Regulatory Services and Records. A Msjor Occu- 
pational Group in the Public Service Cluster. Tea- 
char's Manual. 

ED 145 277 

Reaources Management. A Major Occupational 
Group in the Public Service Cluster. 

ED 145 266 

Raaourcaa Management. A Major Occupational 
Group in the Public Service Cluster. TeKher's 
ManiMl. 

ED 145 267 

Ruralt Urban, and Comn^unity Development. A 
Mikjor Occupational Group in the Public Service 
Quatcr. 

ED 145 280 

Rural, Urban, and Community Development. A 
Major Occupational Q^oup in the Public Service 
ausur. Teacher's Manual. 

ED 145 281 

Social and Economic Services. A Msjor Occupa- 
tional Group in the Public Service Cluster. 

ED 145 274 

Social and Economic Services. A Msjor Occupa* 
lional Group in the Public Service Cluaur. Tea- 
cher's Manual. 

ED 145 .75 

Speaking to loduatrial and Community Groups. 
Self-Paced Instructional Module. Module ll A. 

ED 141 535 

A Teacher's Guide to Medics. A Series of In- 
Service Bookleu Designed for Adult Educators. 

ED 139 904 

Teacher's Manual to Accompany "How (o Get a 
Job." 

ED 145 249 

Trade and Industrial Education. Course of Study 
for Mine Equipment Msintenance. 

ED 147 468 

Training Manual: Job and Social Skills. Voce- 
tional Strategies for Special Needs StudenU. 

ED 135 980 

Training Manual: Middle Schools. Vocational 
Strategies for Special Needs Students. 

ED 135 981 

Transportation Management . A Major Occupa- 
tional Group in the Public Service Cluster 

ED 145 270 

Transportation Management A Major Occupa- 



tional Group in the Public Service Cluster. Tea- 
cher's Manual. 

ED 145 271 

Vocational Determination Proceu through 
School, Industry and Community Involvement. 
Final Report. 

ED 149 042 
Word Processing Curriculum Guide. 

ED 147 493 

A World of Choice -Csrer re end Yuu. Student 
Workbook. 

ED 147 614 

A World of Choice-Careers end You. Tescher's 
Guide. 

ED 147 613 

Writing and Suting Characteristics of Persons 
Who Qualify as Hsndicspped or Disadvantaged,' 

ED 145 156 

Writing Articles for News Medis. Self-Psced In- 
structional Module. Module Number 11-B. 

ED 141 536 

391 Ways to E&plore Aru end Humanities Ca- 
reen: Classroom Activities in Dance, Music, The- 
ster and Media, Visual Arts and Crafts, Writing, 
Humsnities. 

ED 137 607 

LaandBg ChancterUtica 

Learning Styles of Vocstionsl Child Care and 
Development Students in Wisconsin. Final Re- 
port. 

ED 145 235 

LasrmiAg DiaabiUtftM 

A Study to E&amine and Develop a Comprehen- 
sive Model of Identifying end Providing Reslistic 
Vocational Education E&periences for Lesming 
Diubled StudenU. Final Report. 

ED 142 804 

LannUog Lnborntoiiea 

Child Development. Objectives, Activities snd 
Resources, Evaluation. Home Economics. 

ED 145 112 

An Individualized Model for a Differentiated Se- 
cretarial Single Skills Lab. Final Report. 

ED 147 656 

Setting Up Learning Centers for Industry Services 
Progranu. Self-Paced Instruction! Module. 
Module Number VIU-G. 

ED 141 558 

LMraiM Mo4kIm 

Competency-Based Curriculum Development. 
Final Report. 

ED 137 521 

Comprehensive SufT Development Model for 
Delivery of Career Development System for the 
Public Schools of Hawaii. Phase IV. Final Report. 

ED 140 039 

Coping in the World of Work. Practice in Problem 
Solving. Instructor's Handbook. Research and 
Development Series 120A. 

ED 145 113 

Developing Compctency*Based Training Materi- 
als to Meet the In*Service Needs of Local Voca- 
tional Administrators. Final Report. 

ED 145 129 

The Development of Vocational Modules and an 
Evaluative Instrument at Readability Levels 
Which Are Comprehensible by All Students in the 
High School Vocstionsl Program. Final Report. 

ED 146 400 

Home Economics. Sample Test Items. Levels 1 
and 11. 

ED 140 066 

Identification and Development of Selected 
Modules for the Home Health Management As- 
sistant Program. Final Report. Health Occupa- 
tions, Monograph Number 4. 
Vocational-Industrial Education Rescsrch Re- 
port Volume 15, Number 14. 

ED 147 553 



Industry Services Leadership Development Pro- 
gram. Guide for Using the Self-haced Instruc- 
tional Modules. Module Number 1-B. 

ED 141 534 

Instructional Programming: Development and 
Validation of Instructional Modules for Graphic 
Production Programs. A Research and Develop- 
ment Report. 

ED 145 166 

Interaction. Learning Leadership/ Membership 
Skills. A ReKsrch Curriculum in Cooperative 
Group Interaction. Field Test Version. 

ED 143 768 

A Study of Job Demsnds and Curriculum Deve- 
lopment in Agricultural Training Related to the 
Muskegon County Wsstewater Management Sys- 
tem. Final Report. Volume 111. Student Terminal 
Performance Objectives and Ir^tructional 
Modules. 

ED 137 629 

A Training Module: Developing a Job Entry, In- 
dividualized Curriculum. 

ED 143 783 

A Training Module: Developing a Learning Ac- 
tivity Package. 

ED 143 781 

User's Guide for Competency- Based Administra- 
tor Education Materials. 

ED 145 128 

LaiTC of AbMBCc 

Educational Leaves for Employees. European Ex- 
perience for American Consideration. A Report 
for the Carnegie Council on Policy Studies in 
Higher Education. 

ED 146 343// 

Paid Educational Leave. NIE Papers in Education 
and Work: Number Six. 

ED 140 022 

LegAl RaapoBsibility 

A Safety and Health Guide for Vocational Educa- 
tors. Iru:orporating Requirements of the Occupa* 
tional Safety and Health Act of 1970, Relevant 
Pennsylvania Requirements with Particualr Em- 
phasis for Those Concerned with Cooperative 
Education and Work Study Programs. Volume 1 5. 
Number 1. 

ED 142 708 

LeflalatioB 

Expanding Nontraditional Opportunities in Voca- 
tional Education. 

ED 145 136 

Lclsttre Time 

The Impact of the Work Environment on Life 
OuUide the Job. 

ED 142 717 

LMaoB Plain 

Beauty Culture 1. Teachers Guide. 

ED 146 433 

Beauty Culture 11. Teacher's Guide. 

ED 146 331 

Business Ownership and Msnagement Core Cur- 
riculum. Teacher's Guide. 

ED 147 559 

Industrial Work Experience 11. Curriculum 
Guide. General Related Study Units. 

ED 142 71 1 

Stenography Refresher Course. Instructor's 
Guide for an Adult Course. Part II. 

ED 141 598 

Librariars 

Educational Services A Major Occupational 

Group in the Public Service Ouster. 

ED 145 278 

Educational Services. A Major Occupational 
Group in the Public Service Cluster Teacher's 
Manual 

ED 145 279 
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Lift Style 
Changini Societal Roles and Tcachin|. 

ED 145 185 

Family Life Education Resource Unit. Single Liv- 
in|. 

ED 149 Oil 

L4>cal Goff mmMit 

lnter|ovemmenUl Linka|e and Cooperation 
Models for Stren|thenin| State and Local Man- 
agement of Manpower Pro|ranis. 

ED 138 729 

Local OctHpatioaaJ Prognun Efaluatiun 

Local Occupational Pro|rani Evaluation. 

ED 140 024 

Loms of Control 
Goal Setting is a Facilitator of Work Performance 
of ReUrded Adults and College Students Differ- 
ing in Locus of Contrul. 

ED 141 493 

LouUlaaa 

A Comprehensive Follow-Up System of Louisia- 
na's Vocational Education StudcnU Who Have 
Completed Training, or Left with Marketable 
SkiDi. A Research Report 

ED 147 542 

Opportunities and Directions of the Vocational 
Home Economics Programs ai Perceived by 
Louisiana School Superintendents and Supervi- 
sors. Final Report. 

ED 147 551 

Low Ability Students 

Shorthand Research Project. Final Rrport. 

ED !45 151 

Low Income Groups 
What Has Been Learned from the Work Incentive 
Prugram and Related Exptriences: A Review of 
RirKarch with Policy Implications Final Report. 

ED 136 Oil 

Women with Low Incomes. 

ED 147 645 

Lumber Industry 

Metrication of the United States Lumber Industry 
and Its Effect* on Wood Cun^uming Industrial 
Education Courses. 

ED 138 740 

Native American Career Education Unit. From 
Idea to Product. 

ED 147 598 

Machine Repnirmen 
Trade and Industrial Educatiun. Cuurse of Study 
for Mine Equipment Maintenance. 

ED 147 468 

Michine Tool Operators 

Machine Shop Operations 'I Milling Machine, 
Heat Treatment uf Metals, and Griiiciers 

ED 137 6IR 

M nchine Tools 

Dimensiuning. Tttlerancing, and Machine 
Finishes. 

ED 146 397 

Machine Sh(>p f^pcrations 2. Milling Machine, 
Heat I reatment (^f Metals, and Grinders. 

ED 137 ' 

Machmc Shop Perfoirnance Objectives Bbmc 
Inurse 

ED 1 38 7-^6 

Machine Shop Performance Objectives. In er- 
m* liatr Course Career Education 

Machinists 

Machine Shop Performance Objectives Inter- 
med'Htc Course Career Fducaimn 

M.) I \^ 



Magnets 

Buic Electricity Part 2. 

ED 147 625 

Maintenance 

Appliance Services. Intermediate Course. Career 
Education. 

ED 139 951 

Buildini Maintenance Performance Objectives. 
Basic Course. 

ED 139 963 

Busineu Machine Maintenance. Performance 
Oojectives. Basic Course. 

ED 139 931 

Busineu Machine Maintenance. Performance 
Objectives. Intermediate Course. 

ED 139 930 

Custodial Services and Building Maint: Perfo^ 
mance Objectives. 

ED 13V 933 

Marine Engine Mechanics Performance Objec- 
tives. Basic Course. 

ED 139 961 

Marine Engine Mechanics. Performance Objec- 
tives. Intermediate Course, 

ED 139 960 

Males 

Career Thresholds: Longitudinal Studies of the 
Educational and Labor Market Experiences of 
Young Men. Volume Si.\. 

ED 138 831 

Five Years Beyond High School: Causes and 
Consequences of Educational Attainment. Final 
Report. 

ED 136 077 

Length of Wurking Life for Men and Women, 
1970. Special L*bor Force Report 187. Revised. 

ED 137 621 

Middle-Aged Job-Losers. 

ED 143 864 

Management 

Business Ownership and Management Core Cur- 
riculum. Teacher's Guide. 

ED 147 559 

Busines^s Ownership Curriculum Project for the 
Prevocational and Exploratory Level (Grades 7- 
9). Final Report. 

ED 147 558 

CETA Prime Sponsor Management Decisions 
and Program Goal Achievement. Final Report. 

ED 143 810 

Cumpetency Profile of Vocational Administra- 
tors. Vocational-Technical Education Research 
Report. Volume 15. Number 13. 

ED 147 565 

Government Agency Management. A Major Oc- 
cupational Group in the Public Service Cluster. 

ED 145 268 

Government Agency Management. A Majur Oc- 
cupatiunal Group in the Public Service Cluster. 
Teacher*s Manual. 

ED 145 269 

Guide lor Organizing and Utilizing Local Voca- 
tiunal Educatiun Advisory Councils. 

ED 145 117 

Identification and Development of Selected 
Modules for the Home Health Management As- 
sistant Prugram. Final Reptirt. Health Occupa- 
tions. Monograph Number 4. 
Vocational-lndustnal Educatiun Research Re- 
pi)rt. Volume 15. Number 14. 

FD 147 5^3 

Management Information .System for Vocational 
Educatiun. MISVE Technical Description Re- 
search and Development Series Nii. 127E 

ED 141 621 

Resources Management A Major Occupational 
(iroup in the Public Service (Master 

ED 145 266 

Krsourrcs Management A Major Occupaiional 



Gruup in the Public Service Cluster Teacher's 
Manual. 

ED 145 267 

Trtnsportmtion Management. A Major Occupa- 
tional Group in the Public Service Guiter. 

ED 145 27P 

Transportation Management. A Major Occupa- 
tional Group in the Public Service Cluster Tea- 
cher's Manual. 

ED 145 271 

Management by ObJecti?es 

Management by Objectives Slate Level. 

ED 147 455 

Management by Objectives: A Tool for Account- 
ability. 

ED 143 788 

A Review of Management by Objectives with 
Suggested Areu of Research. 

ED 145 086 

Management Education 

Attitudes of North Dakota Implement Derlership 
Managers towards a Cuntinuing Matugement 
Education Program. Report of the Rcaearch 

Study. 

ED 140 075 

National Conference for State Vocational Educa- 
tion Planning StafTs. Final Report. 

ED 138 713 

Management Information Syftemi 

A Comprehensive Follow-Up System of Louisia- 
na's Vocational Education Students Who Have 
Completed Training, or Left with Marketable 
Skills. A ReKarch Report. 

ED 147 542 

Comprehensive Instructional Management Sys- 
tem for Occupational Education in New York 
State. Final Report. 

ED 136 051 

A Comprehensive Occupational Education Sys- 
tem: Research and Experimentation in a Career 
Development Center. Volume II. Plan for a Com- 
prehensive Occupational Education System in 
New York City's Borough of the Bronx. 

ED 147 495 

Data Element Dictionary for Vocational Educa- 
tion. 

ED 143 842 

A Design of an interactive Interface System fur 
Five Cumponents of a Comprehensive Manage- 
ment Information System in Colorado. Final Re- 
port. 

ED 147 458 

District Review of Vocational Education 
(DROVE) Follow-Up Study of 19 School Dis- 
tricts and Four Regional Occupational Programs 
Reviewed during 1974-75 

ED 143 813 

Illinois Multifarious. Student-Based Manage- 
ment-Oriented Information Project. Final Report. 

ED 147 548 

Implications for DROVE and the 12 Function 
System. 

ED 142 831 

An Information Network and Simulation Model 
for Vocational Educatiun. Final Report. Rhode 
Island Model II. Volume 1 

ED 138 820 

An Investigation into the Computerized Data 
Bases of the Employment A Training Administra- 
tion Report on Second Year Activities 1975- 
1976. 

ED 146 340 

Maintenance and Development of the California 
Manpfiwer Management Information System. Fi- 
nal Report 

ED 143 8X1 

Managcnent Information System fur Vocational 
•Education MISVR Administrators' Orientation 
Research and Devclopnirrit Series Nn. I27D 
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ED 141 620 

MafUf^mcnt Infonnation System for Vocttional 
Ed^jcation. MISVE Document CiUlof. Reicarch 
and Development Series No. 127 A. 

ED 141 617 

Muufement Information System for Vocational 
Education. MISVE General Description. Re- 
search and Developmenl Series No. I27C. 

ED 141 619 

Mafugement Information System for Vocational 
Education. MISVE Technical Description. Re- 
search and Development Series No. 127E. 

ED 141 621 

Manafement Information Syitem for Vocational 
Education, MISVE Source DaU Input Proce- 
dures. Research and Development Scries No. 
I27F. 

ED 141 622 

Management Information Systenu for Vocational 
Education: A National Study. Research and 
Development Series No. 126. 

ED 141 602 

Managini Programmatic Research and Develop- 
ment in Education. 

ED I3S 749 

The Nebraska Vocational Information System. 
Final Report. 

ED 142 826 

An Operational Blueprint for Health Career Edu* 
cation and Trainini Program. Final Report. 

ED 136 020 

Recommended Requirements for a Comprehen- 
sive Management Information System for Occu- 
pational Education. Final Report. 

ED I3B 756 

A Statewide Manpower /Curriculum Manage- 
ment System. Final Report. 

ED 136 027 

Student Information System. Student FollowUp. 
Management Information System. 

ED 138 772 

Using Labor Market Forecasting for Vocational 
Education Plannin|. 

ED 143 147 

Audiovisual ScripU for CPSS. Research k Deve- 
lopment Series No. 1 19*K. Career Ptanninf Sup- 
port System. 

ED 143 877 

Camera.Ready Masters. B/M-l Resource Asseu- 
ment B/M*2 Surveyin|, B/M-3 Tabulation. 
B/M-4 SclccUni Program Goals. B/M-5 Produc- 
ing CDU's. Career Planning Support System. 

ED 143 868 

Career Planning Support System. Decision 
Guide. 

ED 146 441 

Coordinator's Handbook. Research k Develop- 
ment Series No. 1 19-B. Career Planning Support 
System. 

ED 143 867 

Coordinator's Training Guide. RcKarch k Devel- 
opment Series No. 119-A. Career Plsnning Sup- 
port System. 

ED 143 866 

Managing Programmatic RcKarch and Develop- 
ment in Education. 

ED 138 749 

Mimrlal OccMHtioM 

Competency Identification for Mid-Management 
Personnel: An Aid to Program Evaluation and 
Individual! ted Instruction. Final Report. 

ED 143 858 



Maaipdatlvc Mtleriab 

Continuation of a Project to Develop a Vocational 
Classroom Teacher's **Hands*On** Instrument to 
Measure Entry and E&it Skills of the Specisl Edu- 
cstion Student for Specific Occupations. Final 
Report. 

ED 147 550 

Mn^wtr Dtf dopncit 

An Anslysis of Selected Surt-Up Industry Trsin- 
ing Programs as Vehicles for Human Resources 
Development. 

ED 135 976 

CETA in Eastern MasMchusetU. Final Report. 

ED 149 047 

Comprehensive Employment and Training Act. 
Review and Oversight. Psrt 1; Background snd 
First Yesr Resulu. Psrt II: Public Policy Issues. 

ED 146 388 

Computer-Auisted Manpower Models Using 
Goal Programming. OCP Research Report No. 

32. 

ED 145 214 

Conditions snd Possibilities. Procccdinp of Con- 
ferences on the Comprehensive Employment 
Training Act (Wuhington, D.C. January 30-31, 
1975; San Frsncisco, California February 20*21, 
1975). 

ED 138 723 

Directions for s NstionsI Manpower Policy: A 
Report on the Proccedinp of Three RegionsI 
Conferences. Specisl Report No, 13. 

ED 138 763 

Employment snd Trsining Report of the Presi- 
dent. 

ED 138 718 

Intergovemmenul Linkage and Cooperstion: 
Models for Strengthening Suu and Locsl Msn- 
agement of Manpower Programs. 

ED 138 729 

Manpower Advisory Services in the Workplace: 
A Missing Link in NstionsI Manpower Policy. 
Volume 1. 

ED 1 35 986 

Msnpower Advisory Services in the Workplace: 
A Miuing Link in NstionsI Manpower Policy. 
Volume U-Appendices. 

ED 135 985 

Msnpower Information Systems: A Review snd 
Synthesis of Informstion of FY 74 Projects Sup- 
ported under Section 131 (s) of Part C of the 
Vocstional Educstion AmendmenU (P.L. 90- 
576). 

ED 142 746 

NstionsI Planning of VocstionsI snd Technical 
Trsining. Colombo Plan Seminsr. (Thimphu, Bhu- 
Un, April 19-22, 1976) 

ED 145 212 

Project Skill: Strstegies and Techniques. A 
Manual Deflning the Component? of a Demon* 
stration Project on Employment of handicapped 
Persons in State Civil Service Positions. 

ED 142 849 
Research and Development Projects. 

ED 138 731 

Survey of Environmenul Technician Employ- 
ment Needs in Solid Waste Occupations. 

ED 145 196 

Use of Special Vocational Preparation and Gen^ 
eral Education Development Job DaU by Instruc- 
tional Institutions. Final Report. 

ED 145 165 

The Utiliution and Effectiveness of CETA Title 
1 Special GranU to Oovemon. Summary Final 
Report 

ED 141 575 

What Hu Been Learned from the Work Incentive 
Program and Related Experiences: A Review of 
RcKarch with Policy Implications. Final Report. 

ED 136 011 



Manpower Needs 

An Analysis of Cluster Program Needs in the 
Portland Public Schools. , 

ED 147 521 

Analytical and DaU Needs for Health Manpower 
Planning. A Pragmatic Overview. Repprt No. 76- 
46. 

ED 137 HI 

The Comparative EfTicacy of Selected Manpower 
Demand Project Techniques on Diversified Popu- 
lations. Final Report. 

ED 136 078 

Competency Identification for Mid* Management 
Personnel: An Aid to Program Evaluation and 
Individualized Irutruction. Final Report. 

ED 143 858 

A Critique of Tsx Based Cost/Beneflt Ratios. The 
Rand Psper Series. 

ED 137 506 

A Design of an InUractive InUrfacc System for 
Five Componenu of s Comprehensive Mansge- 
ment Informstion System in Colorado. Final Re- 
port. 

ED 147 458 

Econometric Investigstions of Determinants snd 
Returns to Schooling, Trsining, snd Enperience. 
FinsI Report. 

ED 142 699 

Employment Outlook for 1975 College Oradu- 
stes in New England. RegionsI Report Number 

75- 5. 

ED 137 585 

Employment Outlook for 1976 College Gradu* 
stes in New Englsnd. Regional Report Number 

76- 4. 

ED 137 584 

From School to Work. Improving the Transition. 

ED 138 724 

Guidelines for Obuining k Using DsU in Vocs- 
tionsI Progrsm Plsnning. 

ED 147 520 

Illinois Multifarious, Student*Based Manage* 
ment-Oriented Informstion Project. Pinal Report. 
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ED 142 769 

Ma<nitreamin| the Handicapped in Vocational 
FdiiLation *i,^ev eloping a Plan for Action. 

ED 142 747 

Miinstreaminf the Handicapped in Vocational 
Fdutation Developing a Positive Attitude 

ED 142 768 

Mainsireammg the Handicappcd-4R Vocational 
I till* ilion Serving the Communication Impaired. 

ED 142 749 

Miinstrftmi.ig the Handicapped in Vocational 
hdu^atmn Serving the Mentally Retarded 

ED 142 767 

Main'.ireamin| the Handicappc<l in V,Kalinnal 

ducaimn Serving the Orthopedically Mand- 
iiappfd 

FD 142 748 

M*ins('rarning the naruliLBppe<l in V(K'ational 
^l^u<«ttnn Serving the Visually Handuappcd 

I D 142 766 



American Occupational Therapy 
Association, Rockville, Md. 

Competency Assurance Program for Occupa- 
tional Theiapy Practitioners. Final Report. July I. 
1976 . June 30. 1977. 

ED 146 436 

AmericMi Technical Education Association, 
Inc., Delmar, N.Y. 

Proceedings of the Annual National Clinic on 
Technical Education (I3th, Monroe Community 
College. Rochester, New York» March 24-26. 
1976). 

ED ISi 741 
American Vocational Association, 
Washington, D C. 

Vocational Education for Special Groups. Sixth 
Yearbook. 

ED 135 940// 
American Vocational Association, 
Washington, D.C. Agricultural Education 

Div. 

Agricultural Education Division. American Voca- 
tional Association Convention (Houston. Texas. 
December 3«8. 1976). 

ED 137 552 
Appalachian State Univ., Boone, N.C. 
Center for Instructionfl Development. 

Bibliography on Life /Career Planning. 

£D 135 975 

Applied Management Sciences, Inc., Silver 
Spring, Md. 

Dialogue. Career Education Mini-Conferences 

for Postsecondary Practitioners. Final Report. 

ED 142 724 
Ariiona State Dept. of Education, 
Phoenix. Div. of Vocational Education. 

Educational Strategies for Working with Mexi- 

can'American Students. 

ED 141 625 

Ariiona State Univ., Tempe. 
Educational Strategies for Working with Mcxi- 
can:American Students. 

ED 141 625 

A Guide for Teaching Classroom Mass Prod'jc- 
tion. 

ED 142 842 
Ariiona State Univ., Tempe. Coll. of 
Business Administration. 

To Identify and Prioritize Vocational Research 
Needs in Arizona. Final Report. 

ED 142 798 
Ariiona State Univ., Tempe. Coll. of 
Edncation. 

Field Tested Vocational Decision Making Pro- 
grams. A Guidebook for Counselors and Voca- 
tional Education Teachers 

ED 141 525 

Ariiona Univ., Tucson. Dept. of Business 
and Career Education. 

Organization and Management Guide for 
Arizona Distributive Education. 

FD 147 525 
Arliansas State Board of Vocational 
Education, Little Rock. 

Education-lndustry Exchange Program for ViK*a- 
tional Teachei Preparation. A Cooperative Ex- 
ploration and Developmental Project. 

ED 142 830 

i^rkansas Univ., Fayetteville. 

Handbook on Teaching 5r8tegics for McMlular In- 
strttction. 

ED 142 843 

Handbook on Teaching Strategies for Typewrit- 
ing. Shorthand. Accounting, Office Procedures. 
Basic Business 



ED 142 844 
Asian Centre of Educational Innovation 
for Development, Bangkok (Thailand). 

Centralized Workshops in Singapore. Edi.ation 
and Work 1. 

ED 147 443 

Aspen Systems Corp., Germantowu, Md. 

Trends Affecting the U S. Health Caic System. 
Health Planning Information Series. 

ED 137 573 

Associated Educational Consultants, Inc., 
Pittsburgh, Pa. 

Third Party Evaluation of a Part D Exemplary 
Project Entitled "Experience Based Career Edu- 
cation." 

ED 149 045 

Associates for Research in Behavior, Inc., 
Philadelphia, Pa. Science Center. 

Increasing Einployability: The Utility of the Vo- 
cational Opinion Index Transition System 

ED 142 80} 
Association of American Colleges, 
Washington, D.C. Project on the Status 
and Educatiou of Women. 
Recruiting Women for Traditionally "Male" Ca- 
reers: Programs and Resources for Getting 
Women into the Men's World. 

ED 145 256 

Athens Area Vocational-Technical School, 
Ga. 

A Pre«Vocational Developmental Prograrr for 
Georgia's Area Vocational-Technical Schools. 

ED 146 424 

Auburn Univ., Ala. Dept. of Vocational 

and Adult Education. 
Adult Competency Instructional Guide Based on 
Adult Performance Level Studies. Career Educa- 
tion for Adults. Consumer Economics Module. 
Health Module. 

ED 137 569 

ACTION, Washington, D.C. 

The Volunteers Speak: A World-Wide Survey of 
Peace Corps Volunteers. ACTION Evaluation. 

ED 136 007 

Bendix Corp., Ann Arbor, Mich. 

Review ind Evaluation of Current Training Pro- 
grams Found in Various Mining Environments. 
Final Report. Volume \, Summary. 

ED 137 600 

Review and Evaiuation of Current Training Pro- 
grams Found in Various Mining Environments. 
Final Report. Volume II, Analysis land Recom* 
mendations. / 

\eD 137 601 

Berkeley Unified School District, Calif. 
The House That Jill and Jack Built. 

ED 149013 

Boise City Independent School District, 
Idaho. 

Guidance. Counseling. Placement and Follow-Up 
Services Project. Final Report. 

ED 136 030 

Boston State Coll., Nfass. 
Training Manual: Driver Education. Vocational 
Strategies for Special Needs Students. 

5D 135 982 

Training Manual: Job and Social Skills. Voca- 
tional Strategies for Special Needs Students. 

ED 135 980 

Training Manual- Middle Schools. Vocational 
Strategies for Special Needs StuJents 

ED 135 981 

Training Manual: Paraprofessionals Vf^ational 
Strategies for Special Needs Students 

ED 1J5 983 
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Triinini Manuil: Vocitionil Skills. Vocitiunil 
StritegiM for Special Needs StudenU. 

ED 135 984 

Boston Uni?., M«m. School of Eittcation. 
Analysis and Synthesis of Competencies Needed 
by Vocational and Career Educators: Phase 1 of a 
Profeuional Di^elopment Study for Massa- 
chusctU. 

ED 137 570 

^ An Analysis of Current and Projected Personnel 
and Profeuional Development Needs in Occupa- 
Uontl Education in Maiaachusetu Public 
SehooU. Phaac M of a Professional Development 
Study for Massachusetts, Volume IV. 

ED 146 452 

An Analysis of National CertiHcation Require- 
ments and Profeuional Development Standards 
for Vocational Education Personnel. Phase II of a 
Profeuional Development Study for Massa- 
chuKtU, Volume 111. 

ED 146 410 

Validation of the Competencies Needed by 
School Personnel to Implement Career Educa- 
tion. Phase II of a Profeuional Development 
Study for Massachusetts, Volume II. 

ED 146 409 

Validation of the Competencies Needed by Voca- 
tional Education Teachers, Middle Managers, 
and Administrators. Phase II of a Profeuional 
Development Study for Masuchusetts, Volume 1. 

ED 146 408 

Bowllai Cffm Board of Education, Ky. 

Project PEOPLE (Personal Enhancement of Oc- 
cupational Preparation through Life Centered 
Education). 

ED 140 060 
Brigkaa Youig Univ., Provo, Utah. 

Experienced- Based Career Education, Part D. 
13.502. First Interim Rcpo.-. 

ED 147 524 

Bristol Pablic School!, Vv. 

The Development of V^oc^tionai Modules and an 
Evaluative Instrument at Readability Levels 
Which Are Comprehensible by aiI Students in the 
Hiflt School Vocational Pro|ram. Final Report. 

ED 146 400 

Brooklya PabUc Schools, Ohio. 

Vocational Auto Mechanics. Course of Study. 
Grades Eleven and Twelve. 

ED 145 240 
Bartaa of Edacatioa for the Handicapped 
(DHEW/OE), Wathingtoa, D.C. 
Competencies of Special Needs Coordinators 

ED 141 597 
Bartaa of Eaiploymcat Secarity (DOL), 
Washlagtoa, D.C. 
Guide to Job Placement of Menially Retarded 
Workers. 

ED 145 250 

Baraaa of Labor Statistics (DOL), Boston, 
Mass. New England Refional Office. 

Employment Outlook for 1975 College Gradu- 
ates in New England. Regional Report Number 

75- 5 

ED 137 585 

Employment Outlook for 1976 College Gradu- 
ates in New England Regional Report Number 

76- 4 

ED 1J7 584 

Baraaa of Labor Statistics (DOL), 
Washington, D.C. 

Employment and Unemployment in 1976 Special 
Labor Force Report 199 

ED 142 723 

Jobs for Which Junior College, Technical Insti- 
tute, or Other Specialized Training Is Usually Re 
quired 
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ED 135 990 

Length of Working Life fur Men and Women, 
1970. Special Labor Force Report 187. Revised. 

ED 137 621 

U.S. Workers and Their Jobs: The Changing Pic- 
ture. Bulletin 1919. 

ED 137 575 

Bureau of Occupational and Adult 
Education (DHEW/OE), Washington, 

D.C 

Evaluation of Self Administration, Self Scoring, 
and Self Interpretation of the California Occupa* 
tional Preference Survey. 

^ ED 145 1 10 

Recommendations for the Operation of a Mobile 
Busineu Education Instructional Materials Re- 
source Center. 

ED 145 132 

Relationship between Sex Role Attitudes of Penn- 
sylvania Vocational Educators and Their Stated 
Beliefs about Their Own Sex Role Orientetion. 

ED 147 515 

A Study of Articulation Practices in Selected In- 
duitrial Education Programs between Public Se- 
condary Schools and Community Colleges in 
California. Final Report. 

ED 145 168 

A Synthesis of Research Findings Which De- 
scribe Selected Benefits and Outcomes for Partici- 
pants in Vocational Education. 

ED 147 576 

Use of Special Vocational Preparation and Gen- 
eral Education Development Job Data by Instruc- 
tional Institutions. Final Report. 

ED 145 165 
Bureau of Occupational and Adult 
Education (DHEW/OE), Washington, 
D.C. Dif. of Research and Demonstration. 

Advancing Vocational Education Through Re- 
search and Development. 

ED 136 060 
Bureau of Occupational and Adult 
Education (DHEW/OE), Washington, 
D.C. Div. of Vocational and Technical 
Education. 

Proceedings of the Annual National Clinic on 
Technical Education (13th. Monroe Cotr. uunity 
College. Rochester. New York, Marc^i 24-26. 
1976). 

ED 138 741 
Bureau of Occupational and Adult 
Education (DHEW/OE). Washington, 
D.C. Office of Consnratt^' Education. 
Analysis of Consumers' Education Applications 
and Funded Projects. Fiscal Year 1976. Technical 
Report No 1. 

ED 136 005 
How to Survive ir; Consumer Education. 

ED 143 812 

Bureau of Social Science Research, Inc., 
Washington, D.C. 

The Feasibility of Feasibility Testing: Observa- 
tions from the Portland WIN Voucher Test 

ED 14J H6J 

Training Experiences and Early Employment Pat- 
terns: Experiences with the Portland WIN 
Voucher Training Program 

ED 14!^ 18.1 

Vouchered Skill Training in WIN Program 
Guidelines and Selected Empirical Findings 

ED 1.^0 9\S 

California Community Colleges, 
Sacramento. OfHce of the Chancellor. 

Assessment ()f COPF.S: The System and lis Im- 
pact 

LD 142 828 

Use of Spc' tal V(H.alional Preparatum and Gen- 



eral Education Development Job Data by Instruc- 
tional Institutions. Final Report. 

ED 145 165 

California State Dept. of Education, 
Sacramento. 

Community Involvement in VtK'ational Educa- 
tion. 

ED 145 247 

Teacher's Guide to a Vocational Education Com- 
mon Core Curriculum. 

ED 146 432 

California State Dept. of Education, 
Sacraifiiento. Vocational Education 

Senrices. 

Implementing Career Education. An Adminis- 
trator's Haiidbook. 

ED 140 089 

' Implementing Career Education. Community In- 
volvement. 

ED 140 090 

Implementing Career Education. Concept and 
Procesf.. 

ED 140 088 

Implementing Career Education. Nine Model 
Practices. 

ED 140 091 
Teaching; Interpcrsot.&l Relationship Skills. 

ED 145 172 
California State Univ. and Colleges, Los 
Angeles. Health Manpower Education 
Project. * 
Manpower Projections to 1980. Econometric 
Study 

ED 136 000 
California Univ., Berkeley. Div. of 
Vocational Education. 

Report on Policy-Making for Vocational Educa- 
tion. 

ED 142 776 

California Univ., Berkeley. Lawrence 
Berkeley Lab. 

An Investigation into the Computerized Data 
Bases of the Employment Si Training Administra- 
tion. Report on Second-Year Activities 1975- 
1976. 

ED 146 340 
California Univ., Los Angeles. Graduate 
School of Education 

New Perspectives in Vocational Education. 
Volume 1. Number 1. 1976 77. 

ED 139 921 

Sage. September '72 

ED 139 903 

Cambridge Research Ingt., Inc., Mass. 

Trends Affecting the U.S. Health Care System. 
Health Planning Information Series. 

ED 137 573 
Carnegie Council on Policy Studies in 
Higher Education, Berkeley, Calif. 

Educational Leaves for Employees. European Ex- 
perience for American Consideration A Report 
for the Carnegie Council on Policy Studies in 
Higher Education 

ED 146 343// 
Center for the Study of Public Policy. 
Cambridge, Mass. 

The Erfects of Family Background, Te%{ Scorcji, 
Personality Traits and Education on Ec(momic 
Suctens 

ED 143 854 

I'he HfTecls of l-?imily Hackgrourid. Test Scores, 
Personality Traits and Schooling on Econiimic 
Sucxesn Volume 1(1 Supplementary Appendices 

M3 U J K50 



134 Institution Index 



Ceatril Columbia School DistHct, 
Bloonf bttrg, Pa. 

Vocational Determination Process through 
School, Industry and Community Involvement. 
Final Report. 

ED 149 042 
Ceatral Coimecticut State Coll., New 
Britain. , 

A Curriculum Guide for Industrial Arts in the 
Elementary School. 

ED M6 319 
Ceatnd CouecHcvt State Coll., Nfw 
Britain. School of Technology. 

A Curriculum Guide for Industrial Arts Activities 
for the Elementary School Educabie Mentally Re- 
tarded Student. 

ED 145 206 

Central Kansas Area Vocational Technical 
School, Newton. Administrative Center. 

CKAVTS Career Development Project. Resource ' 
Handbook. K-12. 

"'^ ED 138 829 
Central Susquehanna Intermediate Unit 
16, Lewisbnrg, Pa« 

Gettins Started: A Guide to Writins Your Own 
Curriculum. The Pennsylvania Guide for InMr jc 
tional Improvement throush Career Education. 
Elementary Volume K-6. 

ED 141 500 

Getting Started: A Guide to Writing Your Own 
Curriculum. The Pennsylvani Guide for Instruc- 
tional Imptovement through Career Education. 
Junior High Volume 7-9. 

ED 141 499 

Getting Started: A Guide to Writing Your Own 
,Curriculum.«The Pennsylvania Guide for Instruc- 
tional Improvement nhrough Career Education. 
Organizational Volume. 

ED 139 927 

Getting Started: A Guide to Writing Your Own 
Curriculum. The Pennsylvania Guide for Instruc- 
tional Improvement through Career Education. 
Senior High Volume 10-12. 

ED 141 501 

Chicago Heart Association, III. 
The Heart Saver Handbook. A Manual for Those 
Working for Heart Disease Prevention thrj)ugh 
Dietary Change. 

ED 146 342 

Citjr Univ. of New York, N.Y. Center for 
Advanced Stadr in Education. 

Consumer Education and the Human Services. 

ED 146 405 
City Univ. of New York, N.Y. Hunter 
Coll. School of Health Sciences. 
" Using Talk Data in Diagnostic Radiology. Re- 
search Report No. 8. Volume 1. Job Ladders: As- 
signing Tasks to Jobs. 

ED 145 095 

Using Task Data in Diagnostic Radiology Re- 
search Report No. 8. Volume 2. Curriculum Ob' 
jective* for Radiologic Technology. 

ED 145 096 
City Univ. of New York, N Y. Inst, for 
Research and Development in 
Occupational Education. 

Statewide Business Education Evaluation Com- 
mittee 

ED 149 020 

Gackamas Community Coll., Oregon City, 
Oreg. 

Prospectus Teacher Assistant 1 raminf Project 
Transport Mtnlcl 

ED 146 4 JO 

Teacher Assistant Training Projec t Kins! Repoit 

ED 146 429 



Gemson Univ., S.C. Vocational Education 
Media Center. 

Agricultural Sales and Services. A Curriculum 
Guide. Preliminary Draft. 

ED 135 948 

Business Ma^h in Everyday Life. 

ED 147 508 

■A Catalog of Performance Objectives, Criterion- 
Referenced Measures and Performance Guides 
fof Combination Welding, Revised. 

ED 147 608 

Clothing and Teiitiles Resource Unit. Sewing on 
Knits. 

ED 146 352 
Cooperative Office Education Manual. 

ED 135 950 

Family Life Education Resource Unit. Self Con- 
cept. 

ED 149 010 

Family Life Education Resource Unit. Single Liv- 
ing. 

ED 149 Oil 
Family Life Education Transparencies. 

ED 149 009 

Foods and Nutrition Resource Unit. Entertaining. 

ED 146 354 
Forestry Occupations. .A Curriculum Guide. 

ED 142 841 

Housing and Home Furnishings Resource Unit. 
Landscaping the Homegrounds. 

ED 146 353 

Middle School Resource Unit. Eiiploring Your 
World. 

ED 145 121 

Ornamental Horticulture. A Curriculum Guide. 
Preliminary Draft. 

ED 135 949 

Plumbing. A Catalog of Performance Objectives. 
Criterion Referenced Measures and Performance 

Guides. 

/' ED 146 437 

Soil ClassiFtcction and Treatment. 

ED 135 947 

Timed Writings. 

1 ED 142 702 

CoaliHon o^ Indian Controlled School 
Boards, Inc., Denver, Colo. 

Proceedings: Conference on "Opportunities in 
Vocational Educatipn for American Indians" 
(Denver, Colorado. June 28-30, 1977). 

ED 147 536 

Colombo Plan Bureau (Sri Lanka). 
Colombo Plan Intra-Regional Technician Train- 
ing Colloquium (6th, Kuala Lumpur, Malaysia, 
April 21-25, 1975). 

ED 145 213 

National Planning of Vocational and Technical 
TrailUng Colombo Plan Seminar. (Thimphu. Bhu- 
tan. April 19-22, 1976) 

ED 145 212 
Colonial School District, Plymouth 
Meeting, Pa. 

System of Planned Activities in Career Educa- 
tion. Program Design for Central Montgomery 
County, Pennsylvania. 

ED 146 384 
Colorado State Board for Community 
Colleges and Occupational Education, 
Denver. 

Business and Office Education Audio-Response 
Research Project. Final Report. 

ED 145 216 

Colorado Hxpcriencr-Based Career E]ipli)ration. 
Model 7-10. FirsV Interim Report. 

ED 147 641 

A Design of an Interactive Interface System for 
Five Components of a Comprehensive Manage- 
ment InformatKin System m Colorado Final Re* 



port. 

ED 147 458 

Colorado State Univ., Ft. Collins. Dept. of 

Vocational Education. 
The Blake Interaction Model for Tuk Force Pro- 
gram Development in Vocational Education. 

ED 145 111 

The Counselor's Role as Perceived by the Stu- 
dents and Counsel ors. 

ED 145 232 

The Effect of Vocational Instructor's Occupa- 
tional Eiiperience and Experience Recency on In- 
structor's Attitude and ProHcitncy. Final Report. 
Volume 2, Technical Report. 

£D 145 229 

The Effect c' Vocational Instructor's Occupa- 
tional Experience and Experience Recency on In- 
structor's Attitudes and Proficiency. Final 
Report. Volume 1, Review of Literature. 

ED 145 228 

Evaluating Programs for the Disadvantaged. Final 
Report. 

ED 145 217 

An Internship Program for the Training, Ex- 
change, and Transition of Vocational Education 
and Busine.:s, Industry, Agricultural, and Govern- 
ment Personnel. An Advanced Pilot Study. 
Director's Final Report. July 1, 1971-June 30, 
1972. 

ED 147 505 

Source Unit in Estate Planning. 

^ED 146 434 
Columbia Univ., New York, N.Y. Center 
for Adult Education. 

Innovation Dissemination for the Education of 
Adults (IDEA). Lessons from a Demonstration 
Project. 9/1/73 - ^/l/75. 

ED 137 507 
Colombia Univ., New York, N.Y. 
Conservation of Human Resources Project. 

Bridges to Work: International Comparison of 
1 ransition Services. 

ED 143 853 

Labor Markets: Segments and Shelters. Conserva- 
tion of Human Resources Series. 

ED 142 688// 

Pride Against Prejudice: Work in the Lives of 
Older Black and Young Puerto Rican Workers. 
Final Report. 

ED 137 619 
Commiuion on Civil Rights, Washington, 

D.C. 

La.f; Hire^. First Fired: Layoffs and Civil Rights. 
i\ Report of the United States Commiuion on 
Civil Ri^ts. 

ED 137 503 
Conecuh County Board of Education, 
Fvergre^, Ala. 

Conecuh (\unty Enperienced-Bascd Career Edu- 
cation. Interim Report. 

ED 147 527 

Congress of the U.S., Washington, D.C. 
An Act to Provide Employment and Training Op- 
portunities for Youth, and to Provide for Other 
Improvements in Employment and Training Pro- 
grams. Public Law 95-93. 95th Congress. 

ED 143 857 

Congress of the U.S., Washington, D.C. 

CongressionnI Budget Office. 
Policy Opcions for the Teenase Unemployment 
Problem. Background Paper No 13. 

HD 141 587 
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ONitrMt of tU U.S., WMklaftos, D.C. 
Ho«M CoaalttM om Bidgct. 

Comprehtnsive Employ men I and Traininf Act. 
Hearini before the Task Force on Humsin Re- 
iourcct of the Committee on the Budget, House 
of ReprcMnUtivet, Ninety -Fifth Con|re«9, First 
Smion (June 30, 1977) , 

ED 146 431 
CoiirMS of the U.S., WaskUigtoft, D.C. 
HottM CoflUBlttM om Edmcutiom tad 
Lakor. 

The Full Employment and Balanced Growth Act 
of 1977; AulhorizAtion of Appropriations for 
CETA, and the President's Economic Stimulus 
Propateh; Hceringa before the Subcommittee on 
Employment Opportunities of the Committee on 
Educeiioa and Labor, House of Representatives, 
Ninety-Fifth Congress. First Seuion on H.R. 50, 
the Full Employment and Balanced Growth Act 
of 1977; ...Volume 2. 

ED 145 080 

The Full Employment and Balanced Growth Act 
of 1977; ^ulhorizsvion of Appropriations for 
CETA, and the Prestdenl's Economic Stimulus 
Proposals; Hearings before the Suocommittee on 
Employment Opportunities of the Committee on 
Education and Labor. House of Representatives,- 
Nineiy- Fifth Congress, First Session on H.R. 50 
and H.R. 2993, Volume 1. 

ED 142 721 

Minor and Technical Amendments to the Voca* 
Clonal Education Act; Hearing before the Sub- 
committee on Elementary, Secondary, and 
Vocational Education of the Committee on Edu- 
cation and Labor House of Representatives, Nine* 
ty-Fifth Congress, First Session on H.R. 3427 
(February 17, 1977, Wuhington. D.C). 

ED 142 812 

Youth Employment and Training Act of 1977 and 
Related Legislation; Hearings before the Subcom- 
mittee on Employment Opportunities of the 
Committee on Edycaticm and Labor. House of 
Representatives, Ninety- Fifth Congreu, First 
Session on H.R. 6131, to Provide Employment 
and Training Opportunities for Youth. Hearings 
Held in Wuhington. D.C. April 19, 21, 27, and 
28. 1977, 

ED 145 174 
CowMctlait BiaiMfg ud UdBStry 
Aaaodatios, Hartford. 

A Survey of the Manpower Training Needs of 
Connecticut Business and Industry with Special 
Emphasis on the Development of a Computer- 
Based Model for Vocational-Career Information 
Delivery Systems. Final Report. 

ED 136 038 

CouMctkit state Dept. of Eldacatioa, 
Hartford. DIv. of Vocatioaal Edacatioa. 

A Follow-Up Study of Connecticut Distributive 
Education Graduates of the Classes of 1965- 
1968-1971 

EO 141 369 

A Survey of the Manpower Training Needs nf 
Connecticut Business and Industry with Special 
Emphaais oq the Development of a Cumputer- 
Based Model for Vocational-Career Information 
Delivery Systems. Final Report. 

RI^ 136 038 
Coaaoctkat Ualv., Storrs . Dept. of ^ 
Hlgktr, Tackalcal, aiid Adalt EdacaHoa. 

A Comparative Study of State Suffing Patterns 
and Delivery Syatems of Vocational Education 
and Their Relative HfTectiveneu. Final Report 

ED 136 029 



Coarad Waiser Area School District, 
Robcsoaia, Pa. 

A Career Approach to Natural Resource Manage- 
ment in Wildlife and Recreation. Final Report. 

ED 139 911 

Coatamer Product Safetv Commission, 

Wagklagtoa, D.C. 
Flammable Fabrics. Distributive Education. Tea- 
cher's Guide. No,2*T. 

ED 141 612 

Coatract Rtiaarch Corp., Belmont, Mau. 

Career Exploration in Hospitslity snd Recrestion. 

ED 136 041 

ConceptusI Frsmework for Curriculum Decisions 
in Education for Marketing and Distribution Ca- 
reers. 

ED 138 816 

Curriculum Development in Hospiulity and Rec- 
reation Occupations Ouster. Grades 7-12. Final 
Report. 

ED 149 045 

Identifying and Planning for New and Emerging 
Occupations: A Suggested Guide. 

ED 137 516 

Occupational Preparation in Hospitality and Rec- 
reation: Lodf inf Services, Travel Services. Recre- 
ation, Sports. Entertainment, snd Cultursl 
Services. Teacher's Guide/Student Materials. 

ED 136 040 

Coracll Uai*., Ithaca, N.Y. Dapt. of 

Commaalty Senicc Educatloa. 
Expanding Adolescent Role Expectations. Infor- 
mation. Activities, Resources for Vocational 
Educators. 

£0 .147 544 

Cambcrland Unit School District 77, 
Tolado, 111. 

Comprehensive Illinois Ocr;upational Education. 
Demonstration Center. Site B. Kindergarten- 
Grade 14. Final Report. 

ED 137 514 
wArricalum Development Center of 
' Keatacky, Laxiagton. 

Competency-Based Curriculum Development. 
Final Report. 

ED 137 521 

Daytoa Uaiv., Ohio. 

Career Explorations. Schools-Busiuess-lndustry. 
Guidelines for Implementation. 

ED 145 253 

Delaware Occapational Teacher Education 
Consortiam, Newark. 

Job Performance Anklysis for Educators and 
Trainers. 

KD 137 520 
Dalawara Univ., Newark. Coll. of 
Edacatioa. 

Tbf Development and Field Testing ofa Comput- 
er-Managed Delivery System for Individualizing 
Instruction in Multioccupational Programs for 
Vocational Education. Final Report. 

ED 146 445 

Delta Pi Epsilon, New llritain. Conn. Beta 
Mn Chapter. 

The Metric System and lu Impact on Busine^is 
Education. 

ED 141 604 

Departmeat of Health, Educatioil, and 

Welfare, Wtthiaaton, D.C. 
Child Care and the Working Woman A Rcpoit of 
the Secreury's Advisory Committee on The 
Rights and Responsibilities of Wumen. 

ED 1 38 779 

Employment and Training Report of the Presi- 
dent 

EO 13K 71H 



WIN in 1976, The Work Incentive Program. Sev- 
enth Annual Report to the Congreu on Employ- 
ment and Training Under Title IV of the Social 
Security Act. July 1, 1975-June 30, 1976. 

ED 139 988 

Departmeat of Labor, Waaliinaton« D.C. 

WIN in 1976. The Work Incentive Program. Sev- 
enth Annual Report to the Congress on Employ 
ment and Training Under Title IV of the Social 
Security Act. July 1. 1975-June 30, 1976. 

ED 139 988 

Departmeat of Manpower and 
ImaUgratlon, Ottawa (Ontario). 

Training Materials Sourcebook. Motor-Vehicle 
Mechanics and Repairmen (8581). Voc./Tec. Re- 
sources Scries. Number 1. 

ED 147 480 
Diatrict of Columbia Public Schools, 
WasbingtoB, D.C. 
An Operational Blueprint for Health Career Edu- 
cation and Training Program. Final Report. 

ED 136 020 
District of Columbia Pnbllc Schools, 
Wasblagtoa, D.C. Dept. of Career 
Development. 
General Busineu for Economic Awareneu. Cur- 
riculum Gui{le. 

ED 143 816 

DUtrict 1 Techaical Inst., Eau Gaife, Wis. 

Determining Perforihance Levels of Competen* 
cies for Job Entry of Data Proceuing Program- 
mers. Final Report. 

ED 136 031 

Duke Uaiv., Dnrham, N.C. 
Career Options for Black Women. 

ED 138 812 

Duval County School Board, Jackaoaviile, 
Fla. 

Air Conditioning. Performance Objectives. lnter< 
mediate Course. 

ED 139 937 

American Industries. Junior Hi. Pre-Vocational. 
Power and Transportation. 

ED 139 967 

American Industries. PeiTurm^nce Objectives. 

Volume I. 

ED 139 976 

American Industries. Performance Objectives. 
Volume 2. 

ED 139 968 

Appliance Services. Basic Course. Career Educa- 
tion. 

ED 13Q 952 

Appliance Servi es. Intermediate Course. Career 
Education. 

ED 139 951 

Auto Mechanics. Performance ObjeCiives. Basic 
Course. 

ED 139 948 

Automotive Body Repair. Performance Objec- 
tives. Basic Course. 

ED 139 950 

Automotive Body Repair. Performance Objec- 
tives. Intermediate Course. 

ED 139 957 

Building Maintenance. Performance Objectives. 
Buic Course 

ED 139 963 

Business Machine Maintenance. Perfuimance 
Objectives. Basic Course. 

ED 139 931 

Business Machine Maintenance. Performance 
Objectives Intermediate Course 

ED 139 9.10 

Cabinet making Pcrftirinancc Objective j Basic 
Course 

ED i::^ 932 
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Carpentry Performance Objectives. Buic 
Coum 

ED139<»62 

Child Care Scrvicei Guide. Performance Objec- 
tives. Criterion Measures. Home Economics. 

ED 139 934 

Child Care Services Handbook. 

ED 139 971 

Commercial and Advertising Art. Performance 
Objectives. Basic Course. 

ED 139 944 

Commercial and Advertisini Art. Performance 
Objectives. Intermediate Course. 

ED 139 958 

Consumer Education -Home Economics. Perfor- 
mance Objectives. Criterion Meuures. Home 
Economics. 

ED 139 979 

Custodial Services and Buildin| Maint. Perfor- 
mance Objectives. 

ED 139 933 

Diesel Mechanics Performance Objectives. Basic 
Course. 

ED 139 941 

Diesel Mechanics Performance Objectives. Inter- 
mediate Course 

ED 139 942 

Draftin|. Performance Objectives. Basic Course. 

ED 139 940 

Electronics Technology. Performance Objectives. 
Basic Covrse. ) 

ED 139 938 

Exploration yf Child Care. Guidance and Service 
Occupations', Performance Objectives. Criterion 
Measu>es. Home Economics. 

ED 139 964 

Exploration of Food Management. Production 
and Services Occup«tions. Performance Objec- 
tives. Criterion Measures. Home Economics. 

ED 139 965 

Exploration of Home Furnishings. Equipment 
and Services Oi:$:upations. Performance Objec- 
tives, Criterion Meuures. Home Economics. 

ED 139 974 

Exploration of Institutional Home Management 
and Supportive Services Occupations. Perform- 
ance Objectives. Criterion Measures. Home Eco- 
nomics 

ED 139 966 

Family Living. Performance Objectives Criterion 
Measures Home Economics. 

EU 139 969 

Food Productitfij and Services. Performance Ob- 
jectives. Criterion Measures. Home Economics 

ED 139 935 

Fundamentals of Child Care Occupations. Perfor- 
mance Objectives. Criterion Measures. Home 
Economics. 

ED 139 970 

Gasoline Engine Mechanics. Performance Objec* 
tives. basic Course. 

ED 139 929 

Gasoline Engine Mechanics. Performance Objec- 
tives. Intermediate Course i 

i ED 139 92B 

Graphic Communications. Industrial Arts. Per* 
formancc Objectives, Junior High School. 

ED 139 972 

Hnnie Economics. Exploration of Clothing Man- 
agement, Production and Service Occupations? 
Performance Objectives Criterion Measures. 

ED 138 775 

Industrial Electronics. Performance Objectives 
Ba^ic Course 

ED 138 777 

Law Enforcement Careers. Performance Objec- 
tives Basic Course ^ 

ED 139 955 

Law Enfortement Careers Performance Objec- 
tives Intermediate r'ourse 
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ED 139 954 

Machine Shop. Performance Objectives. Basic 
Course. 

ED 138 776 

Machine Shop. Performance Objectives. Inter- 
mediate Course. Career Education. 

ED 139 95J 

Marine Engine Mechanics. Performance Objec- 
tives. Buic Course. 

ED 139 961 

Marine Engine Mechanics. Performance Objec- 
tives. Intermediate Course. 

ED 139 960 
Masonry. Buic Courve. Career Education. 

ED 139 959 

Masonry. Performance Objectives. Intermediate 
Course. 

ED 139 945 

Metals. Industrial Arts. Performance Objectives. 
Junior High School. 

ED 139 973 

Orientation to Home Economic. Occupations. 
Performance Objectives. Criterion Meuures 
Home Economics. 

ED 139 975 

Personal Career Orientation. Performance Objec- 
tives. Criterion Meuures. Home Economics. 

ED 139 977 

Printing. Performance Objectives. Buic Course. 

ED 139 943 

Printing. Performance Objectives. Intermediate 
Course. 

ED 139 939 

Radio and Television Servicing. Intermediate 
Course. 

ED 139 936 

Service Station Attendant. Performance Objec- 
tives. Basic Course 

ED 139 949 

Sheetmetal. Performance Objectives. Baiic 
Course. 

ED 139 956 

Welding. Performance Objectives. Basic Course. 

ED 139 947 

Welding, Performance Objectives. Intermediate 
Course. 

EP 139 946 

Woods, Industrial Arts, Performance Objectives, 
Junior High School. 

ED 139 978 

DISCOVER FoundaHon, Inc., 
We«t»iaitcr, Md. 

DISCOVER: A Computer-Baaed Carrer Guid- 
ance k Counselor-Administrative Support Sys- 
tem. Field Trial Report. 

ED 146 380 

Eagtera Connecticut State ColL, 
WilHaianHc. 

Preparation of Prospective Teachers for Career /- 
Vocational Education. Final Report. 

ED 145 195 

Preparation of Prospective Teachers for Carecr/- 
Vocational Education. 1975-76 Exemplary Pro- 
ject in Career/Vocational Education. Final 
Report. 

ED 1 36 057 

Eastern IlHnoii Univ., Charleiton. 

CARE Kit; Combining Activities with Real Hx- 
perienccs 

ED 147 457 

Career F.xploration Occupational Information for 
the Junior High /Middle Sch(X)l. A Planning Cur- 
riculum Guide. 

ED 146 <50 




Eastern IlHnoU Univ., Charleston. Center 
for Educational Studies. 

Programmatic Approach to Guidance Excellence. 

PAGE 2. Final Report. 

ED 137 510 
Eastern Illinois Univ., Charleston. 
Occupational Education. 

Occupational Education Coordinator's Hand- 
book: 7-8. 

ED 143 ^04 

Occupational Education Coordinators* Hand- 
book. K-3. 

ED 143 806 

Occupational Education Co<irdinator%* Hand- 
book: 4-6. 

ED 143 805 
Eastern Michigan Univ., YpsilanH. 
Consumer Education Center. 

Consumer Education Resources. 

ED 135 972 

Michigan Consumer Education Center. Summary 
Report and Evaluation. J«nuary 1973-June 1976. 

ED 137 500 

Education Commission of the States, 

Dtaver, Colo. 
Objectives for Career and Occupational Develop- 
ment. Second Asseument. National Assessment 
of Educational Progress. 

ED 143 829 

Education Commiuion of the States, 
Denver* Colo. National Assessment of 
E<? lational Progress. 
Aa Aiaetsment of CuTrxT Development: Basic 
Work Skills. Career and Occupational Develop- 
rreni Report No. 05-COD-02. 

ED 135 987 

The First National Assessment of Career and Oc- 
cupational Development: An Overview. Career 
and Occupational Development Report No. 05- 
COD-00. 

ED 137 604 

National Assessment of Educational Progress. 
Career and Occupational Development Technical 
Report: Exercise Volume. 

ED 141 582 
Education Development Center, Inc., 
Newton, Mass. 

Facilitating the Career Development of Home- 
Based Adults', The Home /Community- Baaed Ca- 
reer Education Model. Final Report. Volume I. 
The Model: Its Nature, Context, and Products. 

ED 135 997 

Facilitating the Career Development of Home- 
Based Adults: The Home/Community-Baaed Ca- 
reer Education Modrl. Final Report. Volume il. 
Research and Evaluation. 

ED 135 Q9II 

Facilitating the Career Development of Home* 
Based Adults: The Hone. Community-Based Ca- 
reer Education Model. FinsI Report. Volume III. 
Appendices. 

ED 135 999 

Education Service Center Region 20, San 

Antonio, Tei. 
San Antonio Experience Baaed Career Education 
Demonstration Project. Annual Final Report 

ED 147 623 

Education Turnkey Systems, Inc., 

Washington, D.C 
Models and Procedure? for Improving the Plan- 
ning. Management, and Evaluation of Coopera- 
tive Education Programs Final Report Volume 
II 

KD 136 0.^5 
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EdscatioMl EftlMHoa tsd Retcarch, Inc., 
Mtalo Ptrk, Calif. 

An EvAlufttion of Fro|ccU Funded by the State of 
Caltfornta under Title 1. Pam C and D, of the 
Vocational Education Amendments of l%S 

ED 145 092 

Edacatioaal TMtiai S«nic«, Priacttoa, 

NJ. 

The kole of Education in the Supply and Demand 
of Educated Manpower. Research Memorandum. 

I'D 137 556 

D Paio Cofluaaalty Coll^ Tti. 
A Model for the Implementation of Bilin|ual Vo- 
caMonal Training. Final Report. 

ED 147 537 

Ellgia CoBunaalty CoU^ lU. 
A B Dick Model 555. Mimeograph Stencil 
Printer. An lndividuali;.ed Model for a Differen* 
tiated Sccrcurial Single Skills Lab. 

ED M7 654 

Pictaphone Cassette. An Individualized Mj;>del 
:w a Differentiated SecreUrial Single Skills Lab. 

ED 147 655 

An Individualized Model for a Differentiated Se- 
creUrial Single Skills Lab. Final Report. 

UD 147 656 

ElUs Aiaodatti, lac^ Collate Park, Md. ' 

Expanding Nontraditional Opportunities in Voca- 
tional Education. 

ED 145 136 

EaiylonMst $md Tralaiag Adiaialttratloa 

(DOL), WailUattoa. D.C. 
Comprehensive Employment and Training Act. 
Review and Oversight. Part 1: Background and 
First Year ResulU. Part II; Public Policy luues. 

ED 146 388 

Employment and Training Report of the Presi- 
dent. 

ED 138 7 I 

Interguvem mental Linkage and Cooperation; 
Models for Strengthening Sute and Local Man- 
agement of Manpower Programs. 

ED 138 729 

Job Corpa. In Brief. FY-76. 

ED 142 796 

Middle-Aged Job-Losers. 

ED 143 864 
The National Apprenticeship Program. 

ED 138 730 

National Apprenticeship Standards for Automo* 
tive Service Councils. 

ED 147 646 
Research and Development Projects. 

ED 138 731 
Summaries of R A D Reports-. No. 17. 

ED 141 605 
Women and Work. R A>D Monograph 46. 

ED 140 062 

The Work Incentive (WIN) Program and Related 
Experiences. A Review of Research with Policy 
Implications. RAD Monograph 49. 

ED 149 046 

EaiylosraMat Staadardt Adailalstratlon 
(DOL), WMblpftoa, D.C. Womea*s 
Bartaa. 

Brief Highlights of Major Federal Laws and Order 
on Sex Discrimination in Employment 

ED 136 075 

Mature Women Workers: A Profile 

ED 136 076 

Eqaal EaiyloyMat Opportaaity 

CoaiaiUaloa, Waablagtoa, D.C. 
Black Experiences Versus BIsck Expectations. (A 
Caac for Fair-Share Employment.) ReMarch Re- 
port No 53. 

ED 145 187 

Employment Profiles of Women and Minorities in 



23 Metiopolitan Areas, 1974. Research Report 

No. 49. 

ED 142 722 

Minorities and Women in Private Industry 1975: 
An Analysis of EEO-1 Employment. Research 
Report No. 54. 

ED 145 182 

Women: The Path to Equal Employment. Re* 
search Report No. 56. 

ED 147 611 

EfaaiTilla School of Health Occvpatioag, 
lad. 

Development of a Health Occupations Continu- 
ing Education Center. Final Report. 

ED 136 054 

EfaMTille-Vaadarbargh School Corp., lad* 

Development of a Health Occupations Continu- 
ing Education Center. Final Report. 

ED 136 054. 

EPD Coaaortiaai D, Richardsoa, Tex. 
Region VI Inservice Training for Vocational* 
Technical Personnel (Arlington, Texas, October 
7-10, 1975). Conference Report. 

ED 147 501 

U.S. OfRce of Education, Region VI Conference 
for Vocational'Technical Education (Arlington, 
Texas, October 8-1 1, 1974). 

ED 147 500 

Fairlelib Dickiaaoa Unit., Ratherford, 

NJ. 

Exploring Manufacturing Occupations. Instruc- 
tor's Guide. The Manufacturing -Cluster. 

ED 137 530 

Exploring Mfpufacturing Occupations. Student*s 
Manual. The^Manufacturing Cluster. * 

ED 137 531 

Occupational Preparation-Inspection and Qu^^ 
ity Control. Instructor's Ouide. The Manufsffur- 
ing Cluster. 

ED J 37 533 

Occupational Preparation: Inspection and Quality 
Control. Student's Manual. The Manufacturing 
Cluster 

ED 137 532 
Far Wcf t Lab. for EdvcaHoaal RetciMrch 
aad Dcvelopaieat, Saa Fraadsco, Calif. 

The Effects of Learned Leadership/ Membership 
Skills on Work Performance. Final Report. 

ED 135 939 

Interaction. Learning Leadership/ Membership 
Skills. A Research Curriculum in Cooperative 
Group Interaction. Field Test Version. 

ED 143 768 

The Nativr American Career Education Project. 
'A Final Report. 

ED 147 593 

Native American Career Education Project. State 
of the Art Study. 

ED 147 594 

Native American Career Education Unit. Cooper- 
ation- 

ED 147 597 

Native American Career Education Unit. From 
Idea to Product. 

ED 147 598 

I Native American Career Education Unit. Getting 
^ Ready for Jobs. 

ED 147 606 

Native American Career Education Unit. Living 
with the Land. 

ED 147 602 

Native American Career Education U nt. Part of 
the Whole World 

ED 147 596 

Native American Career Education Unit. Plan- 
ning. 

ED 147 604 

Native American Career Education Unit. Putting 



It All Together. 

ED 147 60S 

Native American Career Education Unit. Putting 
Your Money to Work. 

ED 147 601 

Native American Career Education Unit. The Ca- 
reer Fair. 

ED 147 607 

Native American Career Education Unit. The 
Community in Transition. 

ED 147 600 

Native American Career Education Unit. The 
Community. 

ED 147 599 

Native American Career Education Unit. Work- 
ing for the People. 

ED 147 603 

Native American Career Education. A Cur* 
riculum Guide. 

ED 147 S9S 

Project EXCEL (Experience-Based Education 
Learning Program) of the L«s Cruces Public 
Schools. Evaluation Report for the 1976-77 
School Year. * 

ED 147 622 

Targeting Information to Market Segments: An 
Action Oriented Study of Altitudes Toward Vo- 
cational Education Among Target Populations. 
Final Report. 

ED 136 042 

The Work Ethig in Career Education Materials. 

ED 143 778 

Fayette Coaafy Pvbllc Scboolg, LcKiagtoa, 

Ky. / 
A DemoAtration Model of the National Institute 
of EdjWition's Experience Based Career Eduta* 

^l^a^ogram. Interim Report. Volume 1- 

ED 147 534 

Federal Highway AdaiiabtraHoa (DOT), 
Waghiaftoa, D.C. NaHonal Hlthway Init. 

Training Guide for fdentifying. Meeting, and 
Evaluating Training Needs. 

ED 143 846 

Florida sute Dept. of EdacaHoa« 
TaUalUMgae. Dl? . of VocaHoaal Edacatioa. 

Development of a Curriculum Delivery System 
for Individualizing Instruction in Vocational- 
Technical Education. Final Report. Volume 1. 

ED 145 226 

Development of a Curriculum Delivery System 
for Individualizing Instruction in Vocational* 
Technical Education. Final Report. Volume II 

ED 145 227 

Strengthening Local Administration of Voca* 
tiona) Education through Design, Implementa* 
tion and Evaluation of Alternative Delivery 
Systems for Use by Coordinating Councils. Final 
Report. Volume One- 

ED 13a 768 

Strengthening Local Administration oi' Voca- 
tional Education through Design, Implementa- 
tion and Evaluation of Alternative Delivery 
Systems for Use by Coordinating Councils. Final 
Report. Volume Two. 

ED 138 769 

Florida State Uaiv., Tallahassee. Program 

of Vocatioaal Educatloa. 
Data-Based Locally Directed Evaluation of Voca- 
tional Education Programs. Component 1. Organ* 
izing for DBLDE. 

ED 147 447 

Data- Based Locally Directed Evaluation of Voca- 
tional Education Programs Component 2. Cum- 
parifton of Program Output with Community 
Occupational Needs. 

ED 147 448 

Data*Based Locally Directed Evaluation of Voca- 
tional Education Programs. Component 3 As- 
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sessing Student Career lntere?its 

RD 147 449 

DatM'Based Locally Directed Evaluation (if ViK:a- 
tional Education Programs. Component 4 Faciti- 
ties and Equipment Evaluation. 

ED 147 450 

Data-Based Locally Directed Evaluation of Voca- 
tional Education Programs Component 5 Anal- 
ysis of Community Resources Utilization. 

ED U7 451 

Data-Bated Locally Directed Evaluation of Voca- 
tional Education Programs. Component 6. 
Evaluation of Occupational Competencies. 

ED 147 452 

Data-Based Locally Directed Evaluation of Voca- 
tional Education Programs. Component 7 
Evaluation of Instructional Personnel 

, ED 147 453 

Data«Based Locally Directed Evaluation of Voci- 
tion?'. Education Programs. Component 8. As- 
sessment of LcK-al Budget Policy for Support of 
V<K-ational Instructional Programs. 

ED U7 454 

Data-Based Locally Directed Evaluation of Voca- 
tional Education Programs. Final Report. July 1, 
1976 to June .^0. 1977. 

ED 147 445 

Responsible Vocational Educatio.i through Data- 
Based Locally Directed Evaluation. A Guide for 
Teachers. Supervisors, and Administrators 

ED 147 446 

Florijit UbIvm Gainesville. Coll. of 
BttsineM AdmiDistration* 

Methodology for Determining Needs for Voca- 
tional and Technical Education in Urban Areas in 
Rorida: A Second Look. 

ED ]46 .^96 
Footbill-De Anza Community Coll. 
DistHct, Us Altos Hills, Calif. 

Assessment of COPES The System and It<i Im 
pact 

ED 142 K28 

Forest Service (OOA), Washington, D.C. 
Career Profiles in Forestry. Conservation. 
Ecology. Environincr^ial Management. 

ED 143 '860 

Forest Interpreter's Primer on Fire Management 

ED 1 37 588 

Fox Valley Technical Inst., Appleton^ Wis. 
Implementing a Flexible Year Round Program 
Final Report. ^ 

ED 137 S46 
Georgetown Univ., Washington, D C. 
School of Business Administration. 

Permanent Part Time Employment The Mana- 
ger's Perspective 

FD 146 n4 

Georgia State Dept. of Education, Atlanta* 

V(Katior»aI Competency Testing Project (July 1. 
1975 . October 31. 1976). Final Report. 

ED 141 S26 
Georgia State Postsccondary Education 
Commission, Atlanta. 
Proprietary Education m (ieorgia. 1974-197? 

F.D 13H 746 

Georgia Univ., Athens. Coll. of Education. 

Proceedings Conference on Teacher Education 
for^Allied >1ealth and Nursing (Georgia Center 
for Continuing Education. Septembrr 22-2 V ■ 
1974) 

F.D 141 ^66 

Georgia Univ., Athens. Div. of Vocational 
Edttcation. 

Health Career* ( onpriattvf Fdm ntion in (icorgtH 
High SthJHiU 

Eh 14! W 



Health Careers Education Program in Georgia 
High Schools. 

FD 141 568 

Proceedings. Leadership Conference for Instruc- 
tors and Administrators in Allied Health and 
Nursing (Louisville. Kentucky. February 16-18. 
1976). 

ED 137 562 
Gibboney (Richard A.) Associates, Inc., 
Elkins Park, Pa. 

The Career Intern Program: Final Report. 
Volume I: An Experiment in Career Education 
That Worked.- NIE Papers in Education and 
Work: Number Seven. 

ED 142 795 

The Career Intern Program: Final Report. 
Volume II. Technical Appendices. NIE Papers in 
Education and Work: Nurnbe. Seven. 

ED 145 231 
Goodwill Industries of America, Inc., 
Washington, D*C. 
The Use. Recruitment and Training of Volunteers 
in Rehabilitation Facilities. Final Report. 

ED 137 605 
Greensboro City Public Schools, N*C. 
The Reading Teaching Technician. Occupational 
Education Research Project. Final Report. 

ED 145 184 

Gwinnett County Schools, Ga. 

Educational Services. A Major Occupational 
Group in the Public Service Cluster. 

ED 145 278 

Educational Services. A Major Occupational 
Group in the Public Service Cluster. Teacher's 
Manual. 

ED 145 279 

Government Agency Management. A Major Oc- 
cupational Group in the Public Service Cluster. 

ED 145 268 

Government Agency Management. A Major Oc- 
cupational Gro'jp in the Public Service Cluster. 
Teacher's Manual. 

ED 145 269 

A Guide for Implementing the Georgia Public 
Service Prr>gram 

ED 145 261 

Introduction to Decision Makirf^ in Public Ser- 
vice A Major Unit in the Public Service Cluster. 

ED 145 264 

Introduct:on to Decision Making in Public Ser- 
vice. A Major Unit in the Public Service Cluster. 
Teacher's Manual. 

ED 145 265 

Preparing for Public Service A Developmental 
Course in the Public Service Cluster. 

ED 145 282 

Preparing for Public Service A Development;?! 
Course in the Public Service Cluster Teacher's 
Manual. * 

ED 145 261 

Public Safety. Correc,tions. and Judicial Services 
A Major Occupational Group in the Public Ser- 
vice Cluster. 

ED 145 272 

Public Safety. Corrections, and Judicial Services. 
A Major Occupational Group in the Public Ser- 
vice Cluster. Teacher's Manual. 

ED 145 273 

Regulatory Services and Reco.'^ds A Major Occu- 
pational Group in the Public Service Cluster 

ED 145 276 

Regulatory Services and Records A Major Occu- 
pational (ir<iup ui the Piihlit Scrvue C'lustrr Tea 
thrr's Manual 

hO 14S 277 

Resources Management A Major Occupational 
finnip m thr Puhlu' Srrvue (liisiri 

I'.D 14^ 266 




Resources Management. A Major Occupational 
Group in the Public Service Cluster. Teacher's 
Manual. 

ED 145 267 

Rural. Urban, and Community Development. A 
Major Occupational Group in the Public Service 
Cluster. 

ED 145 280 

Rural. Urban, and Community Development. A 
Major Occupational Group in the Public Service 
Cluster. Teacher's Manual. 

ED 145 281 

Social and Economic Services. A Major Occupa- 
tional Group in the Public Service Cluster. 

ED 145 274 

Social and Economic Services. A Major Occupa- 
tional Group in the Public Service Cluster. Tea- 
cher's Manual. 

ED 145 275 

Transportation Management. A Major Occupa- 
tional Group in the Public Service Cluster. 

ED 145 270 

Transportation Management. A Major Occupa- 
tional Group in the Public Service Cluster. Tea- 
cher's Manual. 

ED 145 271 

Hamden Public Schools, Conn. 
An Analysis of Graduates' Occupational Patterns 
as an Aid to Local Planning for Vocational and 
Career Education. Final Report. 

ED 145 198 
Hardin County Board of Education, 
Elizabethtown, Ky* 

Development and Evaluation of a Vocational Ex- 
perience Curriculum for Educable and Disadvan- 
taged Students. Final Report. 

ED 142 772 

Revised Curriculum for the Vocational Experi- 
ences Classes. Grade 9. Catalog No. 13 498. 

ED 141 616 

Harvard Univ*, Cambridge, Mass* 

Econometric Investigations of Determinants and 
Returns to Schooling. Training, and Experience. 
Final Report. 

ED 142 699 
Hawaii State Dept. of Education, 
Honolulu. 

Comprehensive Staff Development Model for 
Delivery of Career Development System for the 
Public Schools of Hawaii. Phase IV. Final Report. 

ED 140 039 
Hawaii State Dept. of Education, 
Honolulu. Office of Instructional Services. 
Career Education. Administrators and Counse- 
lors Implementation Model. Module I: Career 
Education information. 

ED 140 040 

Career Education. Administrators and Counse- 
lors Implementation Model. M(.dule II. Onenti- 
tion Module. 

ED 140 041 

Career Education. Administrators and Counse* 
lors Implementation Model. Module Ill-Teacher 
Information and Orientation for Administrators. 
(3 1) Identify Change Strategy. 

ED 140 042 

Career Education. Administrators and Counse- 
lors Iniplemeritation Model Mcxluie IV Plan- 
ning. (4 I) Develop Plans for Curriculum 
Preparation and Infusion. 

ED 140 043 

Career Education. Administrators and Counse- 
lors Implementation Model. Module IV Plan- 
ning. (4 2) Plans for Resource Allocation. 

ED 140 044 

Career hdntjation Administrators and C()Unse- 
lors Implementation Model Module IV Plan- 
ning (4 3) Plans for Scheduling 
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ED 140 045 

Career Education. Administrators and Counsc* 
Ion Implemcnution Model. Moduk IV-Plan- 
nifif. (4.4) PUns for Community Involvement. 

ED 140 046 

Career Education. Administrators and Counse- 
lors Implementation Model. Module V- 
'"nplemefitation. (5.1) Supervision of Teachin|. 

ED 140 047 

Career Education. Administrators and Counse* 
lors Implemenution Model. Module V- 
Implementation. (5.2) Curriculum Evaluation. 

ED 140 048 

Career Education. Administrators and Counse- 
lors Implementation Model. Module VUEvalua- 
tion of Career Education (Administrator). 

ED 140 049 

Career Education. Administrators and Counsc- 
Ion Implenienution Model. Module VII- 
Develop and Implement Needs Aswssment. 

ED 140 050 

Career Education. Administratore and Counsc- 
Ion Imptemenution Model. Module Vlll-' 
Implemenution. (I.I) Preparation and 
Evaluation of Counselor Materia). 

ED 140 051 

Career Education. Administrators and Counsc- 
Ion Implemenution Model. Module VIII- 
Implemenution. (8.2) Consulution to School 
Personnel. 

ED 140 052 

Career Education. Administrators and Counsc- 
Ion Implemenution Model. Module VIII- 
Implemenution. (8.3) Integration of 
Coordination of Schcx>l and Community Re- 
sources. 

ED 140 053 

Introduction to Vocations Program Handbook. 
Vocational-Technical Education. 

ED 141 581 
Hawtf Uai?^ Hoiolvli. Coll. of 

Career Education- Administrators and Counse- 
lon Implemenution Model. Module I: Career 
Education Information. 

ED 140 040 

Career Education' Administrators and Counse- 
lore Implemenution Model. Module 11. Orienu- 
tion Module. 

ED 140 041 

Career Education. Administrators and Counse- 
lon Implemenution Model. Module Ill-Teacher 
Information and Orienution for Administrators. 
(3.1) Identify Chtnge Strategy. 

ED 140 042 

Career Education. Administrators and Counse- 
lora Imptemenution Model. Module IV-Plan- 
ning. (4.1) Develop Plans for Curriculum 
Preparation and Infusion. 

ED 140 043 

Career Education. Administrators and Counse- 
lon Implemenution Model. Module lV~Plan- 
ning. (4.2) Plans for Resource Allocatioii. 

ED 140 044 

Career Education. Administrators and Counse- 
Ion Implemenution Model. Module IV-Plan- 
ning. (4.3) Plans for Scheduling. 
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tional Modules. Module Number l^B. 

ED 141 534 

Introduction to Industry Services. Self-Paced ln< 
structional Module Module Number 1-A. 

ED 141 533 

Monitoring Training Programs for Progreu and 

Expenditures. Self-Paced Instructional Module. 
Module Number X-C 

ED 141 562 

Preparing a Budget for an Industry Services Pro- 
ject. Self-Paced Instructional Module. Module 
Number IV-C 

^ ED 141 544 

Preparing Videotapes for an Industry Services 
Program. Self-Paced Instructional Module. 
Module Number VIII-F. 

ED 141 557 

Securing a Training Site. Self-P^ed Instructional 
Module. Module Number V.B. 

ED 141 546 

Securing Training Equipment. Tools, and Sup- 
plies. Self-Paced Instructional Module. Module 
Number V-C. 

ED 141 547 

Selecting Instructors for Industry Services. Self- 
Paced Instructional Module. Module Number 
V-A. 

ED 141 545 

Selecting Types of Training Programs. Self Paced 
Instructional Module. Module Number IV-B. 

ED 141 543 

Setting Up Learning Centers for Industry Services 
Programs Self-Paced Instiuctionl Module. 
Module Number Vlll-G. 

ED 141 558 

Speaking to Industrial and Community GrcAips 
Self-Paced Instructional Module Module Il-A. 

ED 141 535 

Training Instructors for Industry Services Self- 
Paced Instructional Module Module Number VI. 

ED 141 548 

Writing Articles for News Media. Sclf.Paced In- 
structional Module Module Number ll-B. 

ED 141 536 
Mitsisiippi State Dept. of Education, 
Jackson. Div. of Vocational and Technical 
Education. 

Adapting the Training Site to Training Needs 
Self-Paced InstrUv tumal Module MihIuIc Num- 
ber VII-A 
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ED 141 549 

Announcini th« Opening of a Training Progrtm. 
S«lf-Pac«d Inslmctional Module. Module Num- 
ter VII'C. 

ED 141 551 

Aiaiatiag in Providing Pre- Employment and In- 
PUat Training. Self-Paced Inttructiontl Module, 
Module Number X-A. 

ED 141 560 

Cloauig a Training Program. Self-Paced Instruc- 
tkmal Module. Module Number XI. 

ED 141 563 

Collecting Framework Production and Training 
InformaikM. Self-Paced Instructional Module. 
Module Number IV-A. 

ED 141 54:1 

Conducting a Task Analysis Self-Paced Instruc- 
tional Module. Module Number Vlll-A. 

ED 141 552 

Datarmiaiag Types of Instructional Methods and 
Madia. Salf-Pacad Instructional Module. Module 
Number VIII-c. 

ED 141 534 

Davaloping a Brochure oq Industry Services. Self- 
Paced Instructional Module. Module Number 
ll-D. 

ED 141 531 

Developing a Laad-Time Schedule. Self-Paced In- 
stnictiooal Module. Module Number 111-B. 

ED 141 540 

Developing a Plan for Placing Graduates of a Prc- 
Eraployment Training Program. Self-Paced In- 
structional Module. Module Number Xll. 

ED 141 564 

Developing a Plan for Teating and Counseling 
Applicants for a Training Progiim. Self-Paced In- 
structional Module. Module Number IX. 

ED 141 559 

Developing a Procedure for Keeping Participating 
Agencies Informed about Training Program Ac- 
tivitiaa. Self-Paced Instructional Module. Module 
Number X*B. 

ED 141 561 

Developing Performance Objectives. Self-Paced 
Inatructional Module. Module Number VIU-B. 

ED 141 553 

Developing Petformance Tesu. Self-Paced In* 
atructional Module. Module Number VIU-D. 

ED 141 555 

Developing Traii.ing Agreemenu. Self-PaceO In- 
structioinal Module. Module Number 1U«A. 

ED 141 539 

Developing Training Manuals- Self-Paced In- 
structional Module. Module Number VUl-E. 

ED 141 556 

Evaluating Industry Services Programs. Self- 
Paced Instructional Module. Module Number 

xm. 

ED 141 565 

Evaluating Safety Conditions at Training Sites. 
Salf-Pacad Instructional Module. Module Num- 
ber Vli.B. 

ED 141 550 

Identifying Functions of Agencies Involved in In- 
dustry Services. Self-Paced Instructional Module. 
Module Number U-C 

ED 141 537 

Industry Services Leadership Development Pro- 
gram. Guide for Using the Self-Paced Instruc- 
tional Modules. Module Number 1-B. 

ED 141 534 

Introduction to Industry Services. Self* Paced In- 
atructional Module. Module Number 1-A. 

ED 141 533 

Monitoring Training Programs for Progress and 
Expenditures. Self- Paced Instructional Module 
Module Number X-C. 

ED 141 562 

Preparing a Budget for an Industry Services Pro- 
iect. Self-Pace^ Instructional Module Module 



Number IV-C. 

ED 141 544 

Preparing Videoupes for sn Industry Services 
Progrsm. Self-Paced Instructionsl Module. 
Module Number VIII-F. 

ED 141 557 

A Research and Development Project in Career 
Education. Final Report. 

ED 136 036 

Securing a Training Site. Self-Paced Instructional 
Module. Module Number V-B. 

ED 141 546 

Securing Training Equipment, Tools, and Sup- 
plies. Self-Paced Instrucvional Module. Module 
Number V-C. 

ED 141 547 

Selecting Instructors for Industry Services. Self- 
Paced Instructional Module. Module Number 
VA. 

ED 141 545 

Selecting Types of Training Programs. Self-Paced 
Instructional Module. Module Number IV-B. 

ED 141 543 

Setting Up Learning Centers for Industry Services 
Programs. Self-Paced Instructiool Module'. 
Module Number VIU-G. 

ED 141 S58 

Speaking to Industrial and Community Groups. 
Self-Paced Instructional Modvle. Module II-A. 

ED 141 53S 

Training Instrudoii for Industry Services. Self- 
Paced Instructional Module. Module Number VI. 

ED 141 548 

Writing Articles for News Media. Self-Paced In- 
structional Module. Module Number ll-B. 

ED 141 536 

Mlaaliaippl Sttta Uah^ State Colletc. 
Dapt of AricvltwBl EdscatloB. 

Career Preparation Programs for Poten t isl 
AgribusincMmen, Agricultural Agency Em- 
ployees, and Agricultural Instructors. Finsl Re- 
port. July U 1976-June 30, 1977. 

ED 143 887 

MiaaL'dppi UmIt,, UttlTaraity, Bareau of 
Edacatioul Raatardi. 

An Evaluation of the V-TECS Curriculum in Mis- 
sissippi. Ftnsl Report. 

ED 145 193 

Mlaaowi UbIt., ColuiWa. D«Bt. of 
Pmtkal Arta and Vocatloaal-Tachaical 
Edacatioa. 

Improving Vocational Education Planning: More 
Myth Than Reality? Final Report. 

ED 140 027 

Mlaaottri Ualf^ ColaaMa. Hanaa 
Raaoarcaa Rtatareii Prograai. 

Employment Projections for Plsnning Vocstion- 
al-Technical Education Curricula: Mission Im- 
possible? 

ED 136 014 
Mlaaoari Ual?., ColaaiMa. laatricHoaal 
MataHaU Ub. 

Comprehensive Smsll Engine Repair. 

EO 146 392 

MolMgaa CoaiainAity Coll., Norwich, 
Coaa. 

Educational Looping OR Why Do Four Year Col- 
lege Graduates Return to Community Colleges 
for Vocational Training. Final Report. 

ED 145 197 

Moatfostry Coaaty Dap t. of Fire and 
Rtacaa SarWcaa^ RockfiUc, Md. Div. of 
PIra Prtfaatloa. 

Fire Safety Training Handbook. 

ED 145 260 



Moatgomcry County Public Schools, 
Rockvilla, Md. Di?. of Career and 
Vocatloaal Edacatioa. 

Administrative Handbook on Student Intern- 
ships. 

ED 145 169 

Gourmet Foods. Course of Study. 

ED 137 564 

Moraine Park Techaical last., Foad du 
Lac, WU. 

Student Attrition in the Wisconsin VTAE Sys- 
tem. PhsK I. Final Report. 

ED 136 012 

Moria (Alftrad J.) aad AModatcs, 
Waghiagtoa, D.C 

Evaluation and Audit of Career and Vocational 
T^her Education Centers. Final Report. 1972> 
1973 School Year. 

ED 140 081 

Meaayrock School Diatrict 206, Waak. 
Assessing High School Vocational Studenu' Atti- 
tudea Toward Travel Away from Their Home 
Schools. Final Report. 

ED 140 079 

Maakagoa Area latanaediatc Sckool 
DUtrkt Mick. 

A Study of Job Demands and Curriculum Deve* 
lopment in Agricultural Training Related to the 
Muskegon County Wastewater Management Sys* 
tem. Final Report. Volume 11. Task Anslysis Re- 
sulu. 

ED 137 628 

A Study of Job Demands and Curriculum Deve- 
lopment in Agricultural Training Related to the 
Muskegon County Wastewater Management Sys- 
tem. Final Report. Volume IV. Career Awareness 
Information. 

ED 137 630 

A Study of Job Demands and Curriculum Deve- 
lopment in Agricultural Training Related to the 
Muskegon County Wastewater Management Sys- 
tem. Final Report. Volume 111. Student Terminal 
Performance Objectives and Instructional 
Modules. 

ED 137 629 

A Study of Job Demands and Curriculum Deve- 
lopment in Agricultural Training Related to the 
Muskegon County Wastewater Management Sys* 
tem. Final Report. Volume 1. An Overview of the 
Research Project. 

ED 137 544 

MDC, lac 

The (Jtilizstion and EfTectiveneu of CETA Title 
I Special Grants to Governors. Summvy Final 
Report. 

ED 141 575 
Napa Couaty Superintcadcat of Schools, 
Calif. 

District Review of Vocational Education 
(DROVE) Follow-Up Study of 19 School Dis- 
tricts and Four Regional Occupational Programs 
Reviewed during 1974-75. 

ED 143 813 

Implications for DROVE and the 12 Function 
System, 

ED 142 831 

Policy Implications derived from 60 DROVE Re- 
ports. 

ED 142 832 

Naskfillc Urbaa ObacnratoiTi Tcaa. 
What Happens After Training. A Reviev;- of Pol- 
low-Up of Vocational Graduates. 

ED 140 010 
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NalioMi Advisory Coandl for Career 
E4oaitio% WMldngton, D.C. 

J}^ Currcni Sute of C»rcer Education at the 

f otuecond«ry Level. 

ED 141 610 
Nitiowl Adflsory CooMdl ob Vocational 
Edacatioa, Watkiaftoa, D.C. 
Conditioni and PoMibiiitict. Proceedinfs of Con- 
ferences cn the Comprehensive Employment 
Training Act (Washinfton, D.C. January 30-31, 
1973; San Franciico, Califprnia February 20-21, 
1973). 

ED 138 723 

The Future of Vocational Education. A Report on 
the National Bicentennial Conference on Voca- 
tional Education (Minneapolis, Minnciou, Octo- 
ber 10-13, 1976). 

ED 138 815 

Overview 1974 ReporU: State Advisory Councils 
on Vocational Education. 

ED 138 722 

Overview. 1973 Reports. Sute Advisory Councils 
on Vocational Education. 

ED 137 394 

Proceedings. NACVE SACVE Joint Meeting. 
(Wwhington, D. C. May 3-7, 1976.) 

ED 137 393 

Resource Book for Members. Sute Advisory 
Councils on Vocational Education. 

ED 137 396 

Unmet Needs and Unresolved Issues of Vocation- 
al technical Education in the United Sutes as 
Reported by the Sute Advisory Councils on Vo^ 
cational Education for 1973. 

ED 137 603 

Youth Unemployment: The Need for a Compre- 
hensive Approach. 

ED 139 912 
NatloMl Alliaaoe of Basinessmea, 
WasldMtcB, D.C. 

Career E&plorations. Schools-Business lndustry. 

Guidelines for Implementation. 

ED 143 233 
NatlottaJ AsaodaHoa for ladastry - 
EdacaHoa Cooptradoa* Baffalo, N.Y. 

Conditions and Powibilities. Proceedinp of Con- 
ferences on the Comprehensive Employment 
Training Act (Washington, D.C. January 30-31, 
1975; San Francisco, California February 20-21, 
1975). 

ED 138 723 
National Aaaodatioa for RetanM 
CItlaana, ArUaftoa, Ttt. 

Guide to Job Placement of Mentally Reurded 
Workers. 

ED 143 230 

Natloaal Baslaets Edacatioa Aiiodatioa, 

Wailibiitoa, D.C. 
Busineu Ownership and Management Core Cur- 
riculum. Teacher's Guide. 

ED 147 539 

Busineu Ownership Curriculum Project for the 
Prevocatiunal and Ejiploratoty Level (Grades 7- 
9) Final Report. 

ED 147 338 
Natloaal Clilld Labor Coannlttee, New 
York, N.Y. 
Developing New Models for Paraprofessionsts in 
Human Service Occupations. Final Report. 

ED 142 718 

Rite of Passage; The Crisis of Youth's Transition 
from 5H:hool to Work 

PD 138 709// 



Natioaal Commission for Manpower 

Policy, WuhiagtoB D.C. 
Directions for a National Manpower Policy: A 
Report on the Proceedings of Three Regional 
Conferences. Special Report No. 13. 

ED 138 763 

From School to Woik. Improving the Transition. 

ED, 138 724 

Natloaal Coaadl oa Crime and 
Dellaqaeacy, Hackeasack, N J. NewGate 
Resoarce Ceater. 

National Survey of PostMcondary Education Pro- 
grams for Incarcerated OfTenders. 

ED 138 731 

National Edvcation Association, 
WaskiagtoB, D.C. 

Career Education and Vocational Education A 

Comparison. 

ED 141 494 
Natloaal Evalnatioa Systems, Inc., 
Amherstt Mass. 

Specifications and Model Format for the Cur- 
riculum Products. 

ED 146 346 
Natloaal last, of Education (DHEW), 
Waskiagtoa, D.C. 
Community Councils and the Transitions Be- 
tween Education and Work. 

ED 142 726 

Crucial Issues Peruining to the Esublishment of 

Community-Education Work Councils. 

ED 141 391 
Natloaal last, of Education (DHEW), 
Wasklagtoa, D.C. Dissemination and 
Resources Group. 

Dissemination and Resources Group. Program 

Plan FY 1978. 

ED 140 001 
Natloaal Inst, of Education (DHEW), 
Waskingtoa, D.C. Educatioa and Work 
Group. 

Program Plan for Fiwal Years 1977-1978. Educa- 
tion and Work Group. National Institute of Edu< 
cation. 

ED 137 366 

Wages and Other Rewards, What People Want or 
Get from Their Jobs, and How Education Makes 
a Difference (or Does It). Three Papers. 

ED 140 037 

Natloaal Leagae of Cities, Washlagton, 

D.C. 

Conditions and Possibilities. Proceedinp of Con- 
ferences on the Comprehensive Employment 
Training Act (Washington, D.C January 30-31, 
1973; San Francisco, California February 20-21 
1973). 

ED 138 723 
Natloaal Manpower Inst., Washington, 

D.C. 

New Prospectus for Youth: Worlds of Education. 
Work and Service. 

ED 146 412 
Natloaal Occupational Competency 
Testing Inst., Albany, N.Y. 
Vocational Competenwy Testing Project (July 1, 
1973 . October 31. 1976). Final Repi»rt. 

ED 141 326 

Natloaal Planning Association, 
Wasklagtoa, D.C 

Priorities for Planning in V(Kationsl Education: 
Alternatives for the 1970*. 

ED 135 951// 



National School Boards Association, 

Washington, D.C. 
Career Education. Research Report 1977-3. 

ED 146 399 

National Student Educational Fund, 

Washlagton, D.C. 
Masters of Reality; Certificate or Performance? 
Toward Policy and Practice for Postsecondary 
Education and Work Programs Based on Out- 
comes for Students. 

ED 138 810 
Naval Educatioa and Training Command, 
Washington, D«C. 
Tradevman 1 A C. Naval Education and Trainins 
Command. Rate Training Manual and Nonresi- 
dent Career Course. Revised. 

ED 143 215 
Naval Tralaing Equipment Center, 
Orlando, Fla. Training Analysis aad 
Evaluation Group. 
Centralized Instructor Training for Naval Techni- 
cal Training. TAEG Report No. 38. 

ED 138 734 
Nebraska Occupational Needs Research 
Coordlaatiag Ualt, Lincoln. 

The Nebraska Vocational Information System. 

Final Report. 

ED 142 826 
Nebraska State Dept. of Economic 
Development, Lincoln. / 
An Integrated Curriculum ai(d Its Implementa- 
tion for Chronic-Disruptive Youth. Information 
Series No. 12. 

ED 138 717 

Nebraska Univ., Lincoln. 
Development and Implementation of Prosram 
Models for Assistins Vocational Teachers in 
Dealins with the Educationally Diiadvanused. 
Handicapped, and Minorities. Final Report. 

ED 143 173 

The Purposes of and Competencies Developed 
Through Occupational Experience for Vocational 
Education Teachers. Final Report. 

ED 137 319 
Nevada Ualv., Las Vegas. Dept. of 
Secoadary Educatioa* 

Innovative Educational Profeuional Develop- 
ment Program for Nevada Vocational Personnel. 

ED 143 220 

New Educational Directions, 
CrawfordsviUe, lad. 

Sen u a Determinant in Vocational Choice. Final 
Report. 

ED 143 133 
New Hampshire Facilitator Center, 
Concord. 

Vocational Diffusion A&sistance Project. Final 
Report. 

ED 147 307 

New Hampshire State Dept. of Education, 
Concord. 

The New Hampshire High School Career Educa- 
tion Model. Program Assessment System and 
Conceptual Framework for High Schools in New 
Hampshire. 

ED 137 338 

New Hampshire Univ., Durham. 
Occupatioaal Educatioa Resoarce Center. 

New Hampshire VIEW (Vital Information for 
Education A Work). 1976 Revised Edition. 

ED 141 394 
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Ntw J«rtf r state Dept. oi EdiicaHoa, 
Tmtott. Dif . of VoaitkHial E4acatioB. 

Explorini Manuftcturing Octupttionl. Instruc- 
tor's Guide. The Manufacturini Cluster. 

ED 137 530 

Explorini Manufacturini Occupaiions. Studem's 
Manuat. Iht Manufacturini Clufier. 

ED 137 531 

Occupciional Preparation-Inspection and Qual- 
ity C( ntrol. Instructor's Guide. The Manufactur- 
ini Cluster. 

ED 137 533 

Occupational Preparation: Inspection and Quality 
Control Student's Manual. The Manufacturini 
Ouaier. 

ED 137 532 

New Metico State Dept. of Edacatlos, 
SMta Fe. once of VocatioMl*TeclMk«l 
E4icst«o«. 

Deed Enda. An Office Education Mini Cur- 
riculum Manuel on Periods, Questions, Exclama- 
tiona, and Semicolona. 

ED 146 325 

Dispel Miaapcllini An OfHce Education Mini 
Curriculum Manual on Spellin|. 

ED 146 328 

Draw Me Big: An Offke Education Mini Cur- 
riculum Manuel on Capiulizetion. 

ED 146 326 

Give a Word a Break: AnOfHce Education Mini- 
Manual on Word Division. 

ED 146 321 

Lei's Gel To|eCher: An Office Education Mini* 
Manual on Subject-Verb A|reemenl. 

ED 146 322 

One. Two. Three. An Office Education Mini Cur- 
riculum Maoiial on Numbers. 

ED 146 327 

Punctuation Potpourri. An Office Education Mini 
Curriculum Manual on Other Punctuetion Marks. 

ED 146 329 

S with or without a Squi||le. An Office Education 
Mini Curriculum Manual on Plurals k Posses- 
lives. 

ED 146 323 

Short Stops. An Office Education Mini Cur- 
riculum Manual on Commas. Duhes. and Parcn- 
theaet. 

ED 146 324 

Teacher Guide and Test Answers to Ten Office 
Education Mini-Manuels on OfHce Communica- 
tion Proofread! n|. 

ED 146 320 

What*s Wron|7 An Office Education Mini Cur- 
riculum Manual on Catchin| Errors 

ED 146 330 

New Meiko State Uaiv., Las Craces. 

Pilot Course in Century 2 1 Shorthand An 
Evaluation of the Project. 

ED 147 4R1 

Pilot Course in Century 21 Shorthand. Fourth 
Semester. An Evaluation of the Project. Final Re^ 
port. 

ED 147 484 

Pilot Course in Century 21 Shorthand. Second 
Semester. An Evaluation of the Projec. 

ED 147 482 

Pilot Course in Century 21 Shouhand. Third 
Semester. An Evaluation of the Project. 

ED 147 483 

New Soatk Wales Univ., Keasinfton 
(Aaitralla). 

The Educational tmplicaiioni of Industrial 
DcmocrKy. 

ED 149 024 



New York City Board of EducaHon, 
BioolilTn, N.Y. Div. of Educational 
Planning end Support. 

A Comprehensive Occupational Education Syv 
tem. Research and Experimentation in a Career 
Development Center. Volume 1- Planning a Com> 
prehensive Occupational Education System for a 
Major Metropolitan Area. 

ED 147 494 

A Comprehensive Occupational Education Sys- 
tem: Rewarch and ExperimenUtion in a Career 
Development Center. Volume 11. Plan for a Com- 
prehensive Occupational Education System in 
New York City*s Borou|h of the Bronx. 

ED M7 495 

New York State Edacatioa Dept., Albany. ; 

Comprebenfive Instructional Mana|ement Sys-^ 
tem for Occupational Education in New York 
State. Fin&l Report. 

ED 136 051 

New York State EdacnHoa Dept., Albany. 
Bareaa of Baslnees Edacation. 

Basic Economic Concepts in Business Education 
Bulletin No. 206. 

ED 140 067 

New York State Edacntion Dept., Albany. 
Bareaa of Elementary and Secondnry 
Edacational Teeting. 

Home Economics. Sample Test Items. Levels 1 
and 11. 

ED 140 066 

New York State Edacatioa Dept., Albany. 
Bareaa of Occnpational and Career 
Carricnlaai Developneat. 

Advertisini Services Module. A Second<Uvel 
Option for Distribution and Marketin|. 

ED 135 945 

Home Economics Education. Curriculum Plan- 
nin| Guidelines. Levels lll-IV-V. 

ED 140 069 
Machine Accountin|. An Instructor's Guide. 

ED 140 068 

Modules in A|ricultural Education for A|ricul- 
tural Mechanics. 

ED 135 941 

Modules in A|ricuUural Education for A|ricul< 
lural Production. 

ED 135 ^43 

Ornamental Horticulture 

ED 135 9\2 

Steno|raphy Refresher Course Instructor^ 
Guide (or an Adult Course. Part 11. 

ED 141 598 

New York State Edacation Dept., Albany. 
Office of Occapational and Continuing 
Edacation. 

Career Education in New York State A Catalo| 
of Ideas and Products from 22 New York Slate 
VEA-Supported Projects. 

ED 145 133 

Newport Independent School District, Ky. 

A Study cif a Two Hour Time Block in Industrial 
Education Final Report- 

ED 146 427 
Norfolk State Coll., Va. Div. of Home 
Econonice. 
A Seminar on Current Issues in Vocational 
Teacher Education in Virginia (Nu'-folk, Virginia. 
February 10-11. 1977) 

ED 141 603 

r^rfolk State Coll., Va. Div. of Industrial 
Edacation and Technology. 

A Seminar on Current Issues in VcKiational 
Teacher Education in Virginia (Norfolk. Virgtnia. 
February 1011. 197/r 

KD 141 ft03 



NorHstown Area School District, Pa. 
System of Planned Activities in Career Educa- 
tion. Program Desi|n for Central Montgomery 
County, Pennsylvania. 

ED 146 384 

North Carolina State Dept. of Commanity 
CoUegea, Raleigh. 

Articulation in Allied Health Education. The 
North Carolina Experience. Health Manpower 
References. 

ED 146 395 

Consortium for Sharin| Instructional Materials 
Occupational Edbcation Research Project Final 
Report. 

ED 145 190 

North Carolina State Dept. of Pehlic 
Instmctioa, Raleigh. 

New Pioneers. The North Carolina Pro|ram to 
Eliminate Sex Bias in Occupational Education 
Reflections aod Recommendations. 

ED 145 192 

North Caroliaa State Dept. of Pahlic 
Inatmction, Rnleigh. Occapational 
Reeearch Unit. 
Mana|in| Pro|rammatic Research and Develop- 
ment in Education. 

ED 138 74^ . 
North Carolina State Univ., Raleigh. 
Center for Occapational Education. 

Ability Correlates of Systematically Derived Cc- 
cupationdU Varubles: A Repeated Study. Ergom- 
etric Research and Development Series Report 

No. 13, 

ED 149 037 

AfTeCiive Correlate* of Systematically Derived 
Occupational Variables: A Repeated Study. Er- 
lometric Research and Development Series Re- 
port No. 12. 

ED 149 036 

Data Availability in Vocational Education. Final 
Report. Volume 1. Comparisons of Collected with 
Needed Information. 

ED 137 526 

Data Availability in Vocational Education, hnal 
Report. Volume 11. Data Base of Needed and Col- 
lected Information. 

ED 137 527 

Data Availability in Vocational Education. Final 
Report. Volume 111 Directory of Collection 
Forms. 

ED 1 37 521 

Data Availability in Vocational Education. Final 
Report. Volume IV. Alternative Procedures for 
Meetini Informational Needs. 

ED 137 529 

The Development of Activity Preference Scales 
Based on Systematically Derived Work Dimen- 
sions: An Er|ometric Approach to Interest Meas- 
urement. Er|ometric Research and Development 
Series Report No \5. 

ED 149 039 

Occupational Clusters Based on Systematically 
Derived Work Dimensions: Final Report. Erfom- 
eiric Research and Development Series Report 

No 16. 

ED 149 040 

A Systematic Procedure for Hstimaiin| the Hu- 
man Attribute Requirements of Occupations Er- 
gometric Research and . Development Sencn 
Rep<irt No 1 1 

ED 149 035 

Systematically Derived Dimensions of Human 
Work. Er|ometric Rescsrch and Development 
Series Reptirt No 14 

ED 149 ri3R 
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Nortli Caroliaa IJaiv., Chapel Hill. 
Articulation in AUied Health Educaiion. The 
North Carolina Experience. Health Manpower 
Rcferf ncM 

EO 146 395 

Nortli Ccatrar Technical InstM Wausau, 
Wis. 

Student A tntion in the Wisconsiri VIAE Sys- 
tem Phatc 1 Final Report 

ED 116 012 

Student Aiintion in the W-Konsin VO'AF. Sys- 
tem Phase 1! Final Report 

ED 146 421 

North Dakota SthXt Board for VocaHonal 
EdacaHoa« Bii&iarck. 

ConsiriKlion Technology Curriculum Ouide. 

ED 147 463 

Enerfy and Power Technology. Curriculum 
Ouide 

ED 147 464 
^jriphic Communications Curriculum Guide. 

ED 147 461 

Insights r.it(» Industry and Technology. Cur- 
riculum Guide 

ED 147 648 
Manufacturing Te. »-!M»Io|y Curriculum Guide. 

ED 147 462 

North Dakota Industrial Arci Intioduction. Cur- 
nculum Guide Level 1 

ED 147 460 

Proceedings. Tra!niri| Institute for Rural Disad- 
vantaged (August !7'2l, 1970) 

ED 147 506 
North Dakota State Vnif,, Fargo. 
Proceedings Training Institute for Rural Disad- 
vantaged (August 17-21» 1970). 

ED 147 506 

A Workshop The World of the First Year 
Teicher Final Report 

ED 141 577 

North DakoU State Univ., Fargo. Dept. of 
Agricaltaral Edacatlon. 

Aititud. y of North Dakota Implement Dealership 
Managers towards a' Continuing Management 
Education Program Report of the Research 

Study 

ED 140 075 
North Payette County Area Vocational 
TechMical School, Connellsville, Pa. 

Trade and Industrial Education Course of Study 
for Mine Equipment Maintenance. 

ED 147 468 
North Hills School Dintrlct, Pittsbargh, 
Pa. 

A Pilot Study in a Cooperative School /Com- 
munity fcfTort to Enhance Realistic Student Voca- 
tional Choice and Awareness as well at Personal 
Development m a Transition to Adulthood 
through a Meaningful "Action Learnini" Pro- 
gram Fins! Report 

ED 145 245 
North Platte Public Schools, Nebr. 
V,Kaiional Needs Assessment- North Plalle Pub- 

lu- S<:h.><»ls. 1977 

^ ED 145 090 

No ill lexas State Univ., Denton. Dept. of 
Occupational Education. 

Job Placement Services Research Study 

hD 13ft 032 

Northeait Mimuri State Univ., 
Kirksville. 

C {impeter.cy IdentiHcanon for Mid-Management 
PffSur.ncI Ar» Aui to Program Evaluation and 
IndiVfduah/ed InsfrtKtmn Final Report 

FD 143 8^H 



Northeast Wisconsin Technical Inst., 
Green Bay. 

Student Attrition in the WiKonsin VTAE Sys- 
tem. Phate I. Final Report. 

ED 136 012 
Northeastern U'.iv., Boston, Mass. Dept. 
of Economics. 

The Implementation of CETA in Boston, 1974- 

77. Final Report. 

ED 147 642 

Northern Arizona Univ., Flagstaff. Project 
Baseline. 

Learning a Living acrois the Nation. Volume V. 
Project Baseline. Fifth National Report. Baseline 
Year: 1974-75 (Fiscal Year 1975). Part 1: Narrn- 

tive r '*rt. 

ED 137 505 

Learning a Living across the Nation. Volume V. 
Project Baseline. Fifth National Report. Baseline 
Year: 1974-75 (Fiscal Year 1975). Part 2: Sutisti- 
cal Almanac. 

ED 137 551 
Northern Illinois Univ., De Kalb. 
Annouted BiMiography of Instructional Materi* 
als in Cooperative Vocational Education. 

ED 146 382 

DISCOVER: A Computer-Based Ck^eer Guid- 
ance and Counselor-Administrative Support Sys- 
tem. Final Report. July 1974vAugust 1975. 

EDU6 055 

Handbook for Cooperative Vocational Education 

in Illinois. 

ED 146 381 
Northern Illinois Ul!v., De Kalb. ERIC 
Gearinghottse in Career Education. 

Key Resources in Career Education: An An- 
notated Guide. 

ED 138 752 
Northern Michigan Univ., Marquette. 
School of EdacaHon. 
Career Guidance. Counseling. Placement, and 
Follow-Through Program for Rural Schools Ca- 
reer Guidance and Counseling for Groups and 
Individuals. Desk Reference: Techniques and 
Procedures for Faciliuting Career Counseling and 
Placement. Research and Development Series 
Number IIS C2. 

ED 142 762 

Career Guidance. Counseling. Placement, and 
Follow.Through Program for Rural Schools. Ca- 
reer Guidance and Counseling for Groups and 
Individuals. Transitional Care "Placement in the 
Rural School. Research an 'lo^v \ent Series 
Number 118 C4, 

ED 142 760 

Career Guidance. Counseling. Placement, and 
Follow-Through Program for Rural Schools. Ca^ 
reer Guidance Program Process. Behsviotal Ob* 
jectives: A Procedural and Training Guide for the 
Development of Behavioral Objectives for Career 
Guidance. Research and Developrnent Series 
Number 118 B3. 

ED 142 755 

Career Guidance. Counseling. Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guiaance Program Process. Career Develop- 
ment Needs Assessment: A Procedural Guide for 
Assessing Career Development Needs of In- 
dividuals and Groups of Individuals in a I^chool 
and Community Setting. Research and Develop* 
ment Series Number 118 B2. 

ED 142 754 

Career Guidance. Counseling. Placement, and 
Follow>Through Program for Rural Schools. Ca- 
reer Guidance Prograni Process. Resource As* 
sesstnent: A Procedural Guide for the 
Identification and Use of Community Resources 
in Career Guidance Programs. Research and 
Development Series 118 B4 




ED \42 756 

Career Guidance, Counseling. Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guidance Program Support Functions. Com- 
munity Relations and Involvement: A Procedural 
Guide to Faciliute School and Community Coop- 
eration. Ri.searc^ and Development Series Num- 
ber 118 D2. 

ED 142 764 

Career Guidance. Counseli.ig. Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guidance Program Support Functions. Rural 
Community Perspectives toward Career Develop- 
ment: A Handbook for the Assessment. Com- 
muf'' *.;on and Expansion of Rural Adult Career 
Attitudes and Values Affecting Youth. Research 
and Development Series Number 118 D3. 

ED 142 765 

Career Guidance. Counseling. Placement, and 
Follow-Through Program for Rural Schools. Ca* 
reer Guidance Program Support Information. Life 
Role Development Model: A Conceptual Model 
for Action Planning. Implementing, and Evaluat- 
ing Comprehensive K-14 Career Guidance Pro- 
grams and Services. Research and Development 
Scries Number 118 A2. 

ED 142 751 

Career Guidance. Counseling. Placement, and 
Follow-Through Program for Rural Schools. Ca* 
reer Guidance Program Support Information. 
Sute of the Art Review: A Comprehensive Re- 
view of the Strc^ngths and Limiutions of the Rural 
Home. School, and CommiJnity for Improved Ca- 
reer Guidance Programs. Research and Develop- 
ment Series Number 118 Al. 

ED 142 750 

Northern Montaaa Coll., Havre. 
A Performance-Based Education Pronram in Vo- 
cational-Technical Teacher Education and 2-Ye.ir 
Vocational-Technical Associate Degree Pro- 
grams. Final Report. 

ED 137 513 
Northern Valler Regloaal High School 
District, Qofter, N.J. 
Child Development. Objectives. Activities and 
Resources. Evaluation. Home Economics. 

ED 145 112 
Northwefit Arta Schools Malti-District 
Secoadary Occv;patloaal*VocatloBal 
Education Center, Leninion« S. Dak. 
The Northwest Area Schools Multi-District Se- 
condary Occupational-Vocational Training Pro- 
gram. Vocational Education by Mobile Units. 
Report on an Exemplary Project. 

ED 136 048 
Northwest Regicual Educatioaal Lab., 
Portland, Oreg. 

NWREL Experience-Based Career Education 
Program. FY 75 Final Evaluation Report. 

ED 142 700 

NWREL Experience-Based Career Education 
Program. FY 75 Fi. 1 Evaluation Report. Appen- 
dicea. 

ED 142 701 

NWREL Experience-Based Career Education 
Program. FY 76 Final Evaluation R?port. 

ED 143 775 

Northwestern Coanecticut Community 

Coll., Winsted. 
Survey of Environmental Technician Employ- 
ment Needs in Solid Waste Occupations 

ED 145 196 

Northwestern Univ., Evanston, 111. Dept. 

of Education. 
Educational Planning in the Labor Market: Link> 
ing Occupational Education to Regional Kco^ 
nomic Development Volume One 

ED 138 728 
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NortliwMteni U»W., ErtMton, III. 
GrdlMtt ScImm>I of Maaagcneat. 

Educational Plaiming in the Labor Market; Link- 
in| Occupational Education to Regional Eco- 
nomic Deveiopment. Volume One. 

ED 138 728 

Norwalk CoMuUty Coll., Coui. 
Facton Which Predict Success or Failure in an 
Ataociatc Degree Nursing Program. Final Report. 

ED 145 194 

Norwidl Rtfk>aal VocaHoatl Techaicftl 
SckooU Cou. 

Profcct Explore. Final Report. 

ED 147 467 

OlIlM orCarttr CdactHon (DHEW/OE), 

WaiklsftMi, D.C. 
Career Education and Basic Academic Achieve- 
ment. A Deacriptive Analysis of the Research. 

ED 140 032 

Career Education and the Busineu^Labor-Indus- 
try Community. Monographs on Career Educa- 
tion. 

ED 146 361 

Experiential Education and Community Involve* 
menl Practicea at the Poatsecondary Level: Im- 
plications for Career Education 

ED 131 771 

A Primer for Career Education. Monographs on 
Career Education. 

ED 145 252 

Refining the Career Education Concept. Part II. 
Monographi on Career Education. 

ED 146 362 

Office of Gfiliu Manpower Miaagement 

'NiT7), WaiUaftoa, D.C. 
Computer-Assisted Manpower Modeb Using 
Goal Programming. OCP Research Report No. 

32. 

ED 145 214 

Office of CoasttHier Affairs, Watkiagton, 

D.C. 

•*Catch-Up.*' Proceedinp of the Annual Con- 
sun>er Education ' Catch-Up" Conference (2nd, 
Washington, D.C. ^lovember :M2. 1976). 

ED 145 079 

Office of E4acatlon (DHEW). 
Wasyaftoa, D.C. 

*'Catch-Up." Proceedings of the Arr.ual Con- 
sumer Education "Catch* Up" Conference (2nd, 
Washington. D.C, November 11-12. 1976). 

ED 145 079 

The British Experience in Educational Change. 
Careers Education. School Counselor Role and 
Counselor Traming: Implications for American 
Education. Monographs on Career Education. 

ED 142 846 

The Current State of Career Educ«.tion at the 
Poatsecondary Level. 

ED l4t 610 

DISCOVER A Computer Based Career Guid 
ance A Counselor-Administrative Support Sys- 
tem. Final Report. 1 September 1976-30 June 
1977 

ED 146 37g 

A Revic^i^ of Career Hducalion EvaUialion Stu- 
dies Monographs r^n Career Education 

ED 141 584 

Olilo State Dept. of Uacatioa, Columbus. 

Ohio's Career Continuum: Family Life, Motiva- 
tion, Orientation, Exploration, Vocational or Pre- 
Profeaaional Training, Adult. Technical and 
CoUegiate Training. Career Exploration Program 
Grades 9-10. Career Development Component 

ED 145 21H 

Ohio's Career Continuum Family Life, Moiiva 
tion, Orientation. Exploration, V(Ka(ijnal Tratii- 
mg or Pre -Professional Trair^mg. Adult. Te( hua al 



and Collegiate Training Career Orientation Pro- 
gram, Grades 7*8. 'Development Component. In- 
dividual Discipline Ouster 

ED 141 583 

Okio State Dept. of Education, Columbus. 
Dif. of Federal Assistance. 

A Teacher's Guide to Metrics, A Series of In- 
Service Booklets Designed for Adult Educators. 

ED 139 904 

OIlio State Dept. of Education, Columbus. 
Div. of Vocational Educatioa. 

The Consumer and Homemaking Cluster. Career 
Orientation Series. 

ED 146 332 ^ 
Course of Study for General Office Clerk Grades ^ 
Eleven and Twelve. 

ED 145 239 

The Environment Cluster. Career Orientation 
Scries. 

ED 146 333 
The Health Cluster Ca>eer Orientation Series. 

ED 146 334 

The Hospitality snd Recreation Cluster. Career 
Orientation Series. 

ED M6 335 

The Marine Science Cluster. Career Orientation 
Series 

ED 146 336 

Thr Personal Service Cluster. Career Orientation 
Seriev. 

ED 146 337 

Usina Labor Market Forecasting for Vocational 
Education Planning. 

ED 145 147 

Ohio State Univ., Columbus. 
CETA Prime SponMir Management Decisions 
and Program Goal Achievement. Final Report. 

ED 143 810 

Information for a Vocational Education Plan 
Contracting Districts. 

ED 147 618 

Information for a Vocational Education Plan. In- 
dividual School Districts. 

ED 147 617 

Information for a Vocational Education Plan. 
Joint Vocational School Districts. 

ED 147 619 

Instructions foi Completing the VrKational Edu- 
cation Reporling/Plannmg Form. 

ED 147 616 

Local Education Agency Planning 

ED 147 471 

Ohio State Univ., Columbus. Center for 
Human Resource Research. 

Career Thresholds: Longitudinal Studies of the 
Educational and Labor Market Experiences of 
Young Men. Volume Six. 

ED 138 831 

How Women Arrange for the Care of Their Chil- 
dren While They Work: A Study of Child Care 
Arrangements, Costs, and Preferences in 1971 

ED 137 5S7 

T>ie Hyp^jthetural Labtir Market Response of 
Black and White V/omen tn a National Program 
of Free Day Care Centers 

ED 14? 862 

Tlie Theory of Human Capital and thr tarnings 
of Women A Re examination of the Lvidcii«.e 
Revised 

UO 1 ^8 8(}<» 

Years for Decision A Longitudinal Stii<!y of thi* 
Pdutaiional. labor Market and Family Experi- 
ences of Vouiig Women. 1*^68 to I'^.l Voliunr 
Four 

\^^ 147 .40 



Ohio State Univ., Columbus. Center for 
Vocational Education. 

Abstracts of Instructional and Research Materials 
in Vocational and Technical Education. Volurr.e 
9. Number 6. VT 103 40M03 600. 

ED 140 019 

Advisory Committee Handbook Research A 
Devrlopmenl Series No, 1 19.C, Career Planning 
Support System. 

ED 143 869 

Analyzing Methods. A Procedural Guide for the 
Method Specialist. Research A Development Ser- 
ies No. 1 19<G. Career Planning Support System. 

ED 143 973 

Annual National Leadership Development Semi- 
nar for State Directors of Vocational Education 
(7th, Columbus, Ohio, September 24-26. 1974). 
Improving Vocational Curricula in Local Educa- 
tion Agencies. Lesdership Training Series No. 42. 

ED 140 100 

Annual National Vocational Education Personnel 
Development Seminar. (8th, Madison, Wiscon- 
sin. October 28-31. 1974). In-Service Vocational 
Education Personnel Development for the 1980*», 
Leadership Training Series No. 43. 

ED 140 082 

Assessing Needs: Surveying. A Procedural Guide 
for "^nm i ^ll"r Research A Development Ser- 
iei/fo. 1 19 E. Career Planning Support System. 

ED 143 871 

Assessing Needs: Tabulation. A Procedural 
Guide for Supervisors. Research A Development 
Series No. 119-F Career Planning Support Sys- 
tem. 

ED 143 872 

Assessing Resources. A Procedural Guide for the 
Resource Leader. Research A Development Ser- 
ies No. 1 19-D. Career Plani:ing Support System. 

ED 143 870 

An Assessment of the Impact of the WiKoniin 
Voci jnal Research Coordination Unit. Final 
Repoi-t. 

ED 138 719 

Audiovisual Scripts for CPSS. Research A Deve- 
lopment Series No 1 19.K. Career Planning Sup- 
port System. 

ED 143 877 

Bringing the World of Work and the Institutions 
of Education Closer Together. Two Commence- 
ment Addresses at llie Ohio Stale University. 
Occasional Paper No. 28. 

ED 140 102 

Camera Ready Masters. B/M*l Resource Assess- 
ment. B/M-2 Surveying. B/M-3 Tabulation. 
B/M-4 Selecting Program Goals. B/M-5 Produc- 
ing CDU's. Career Planning Support System. 

ED 143 868 

Career Guidance. Counseling. Placement, and 
Follow-Thruugh Program for Rural Schools. Ca- 
reer Guidi'ice and Counseling for Groups and 
Individuals. Career Guidance Practices: A Re- 
source Guide of Suggested Group Guidance and 
Counseling Techniques for Use in the Home, 
School, and Community. Research and Develop- 
ment Series Number 1 18 C5. 

ED 142 761 

Career Guidance. Counselmg, Placement, and 
I'ollow-Through Program for Rural Schools. Ca- 
reer Guidance and Counseling for Groups and 
Individuals. Desk Reference Techniques and 
Procedures fnr Facilitating Career Counseling and 
Placement Research and Development Series 
Number IIK C2 

ED 142 762 

Career Ciuidancc. Counseling, Placement, and 
Follow-Through Program for Rural Schools. Ca- 
icer (iiudantc and Counseling for Groups and 
IndivtduaK I ransitional C areer Placement in the 
Rural Sch<H)I Research and hcvelopmenl Scries 
Nunibrr 1 IK ( 4 

hn 142 760 
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Cireer Guidance. Counsclini, Plicemeni, tnd 
Follow-Throu|h Pro|ram for Rural Schools. Ca- 
reer Guidance Program Procesi. Behavioral Ob- 
jeciivct: A Procedural and Training Guide for the 
Development of Behavioral Objectives for Career 
Guidance. Research* and Development Series 
Number 118 B3 

k ED 142 755 

Career Guidance, Counselinf, Placement, and 
Folio w-Th rough Program for Rural Schools. Ca- 
reer Guidance Program Proceu. Career Develo|> 
mem Needs Asseument: A Procedural Guide for 
AsMssing Career Development Needs of In- 
dividuals and Groupa of Individuals in a School 
and Community Settii\g. Research and Develo]> 
ment Series Number 1 IS 82. 

ED 142 754 

Career Guidance, Counseling, Placement, and 
Follow-Through Program for Rural Schools. Ca« 
reer Guidance Program Process. Deciding Via 
Evaluation: A Decision-Making Guide for Im- 
proving Career Guidance through Evaluating 
Program Processes and Outcomes. Research and 
Development Series Number 118 85. 

ED 142 757 

Career Guidance, Counseling, Placement, and 
Follow-Through Program for Rural Schools Ca- 
reer Guidance Program Process. Planning and 
Implementation. A Coordinator's Guide to Ca- 
reer Guidance Program Development. Research 
and Development Series Number 118 Bl. 

ED 142 753 

Career Guidance. Counseling, Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guidance Program Process. Resource As- 
sessment: A Procedural Guide for the 
Idem iflcat ion and Use of Community Resources 
in Career Guidance Programs. Research and 
Development Series i 1 8 B4. 

ED 142 756 

Cireer Guidance. Counseling, Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guidance Program Support Functions. Com- 
munity Reletions and Involvement: A Procedural 
Guide to Facilitate School and Community Coop- 
eration Research and Development Series Num- 
ber 118 D2. 

ED 142 764 

Career Guidance. Counseling, PlacemenK and 
Follow-Through Program for Rural Schools\ca- 
reer Guidance Program Support Functions. Siaff 
Development: A Procedural Guide for the Deve- 
lopment and Implementation of a Competency 
Based Training Program for Faculty and Staff 
ReKarch and Development Series Number 118 
Dl 

ED 142 763 

Career Guidance, Counseling, Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guidance Program Support Infor'nation Ca- 
reer Guidance Resources: A Handbook of 
Resource Abstracu Grades K-14 Research and 
Development Series Number 118 A3. 

ED 142 752 

Career Guidance, Counseling, Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guidance Program Support Information. Life 
Role Development Model: A Conceptual Mode) 
for Action Planning, Implementing, and Evaluat- 
ing Comprehensive K-14 Career Guidance Pro- 
grams and Services Research and Development 
Series Nunber 118 A2. 

ED 142 751 

Career Guidance, Counseling, Placement, nd 
Folio*, through Program for Rural Schools. Ca- 
reer Guidance Program Support Information 
State of the Art Review; A Comprehensive Re- 
view of the Strengths and Limitations of the Rural 
Home, Sch<K>l, and Community for Improved Ca- 
reer Guidance Programs Research and Develop- 
ment Seriei Number 1 18 Al 



ED 142 750 

Career Patterns of a National Sample of Women. 
Research and Development Series No. 95 (Re- 
issue). Finnl Report. 

ED 146 363 

Career Planning Support System. Decision 
Guide 

KD 146 441 

Career Resource Centers. 

ED 143 883 

Characteristics of Jobs That Are Considered 
Common: Review of Literature and Research. In- 
formation Series No. 102. 

ED 141 638 

Collage. A Collection of Career Education Re^ 
sources. 

ED 145 254 

Commentary on Legislation Affecting Vocational 
Education Research and Development. Occa- 
sional Paper No. 27. 

ED 142 81 1 

A Comprehensive Career Guidance, Counseling. 
Placement. Follow-up and Follow-Through Sys- 
tem for Rural (Small) Schools. Final Report. 

ED 143 802 

Coordinator's Handbook. Research A Develop- 
ment Scries No. 1 19-B. Career Planning Support 
System. 

ED 143 867 

Coordinator's Training Guide. Research A Devel- 
opment Series No. 11 9- A. Career Planning Sup- 
port System. 

ED 143 866 

Coping in the World of Work. Practice in Problem 
Solving. Instructor's Handbook. Research and 
Development Series 120A. 

ED 145 113 

Coping in the World of Work. Practice in Problem 
Solving. Masters, Handouts and Transparencies. 
Research and Developme . Series No. 120C. 

ED 145 115 

Coping in the World of Work. Practice in Problem 
Solving. Presentation Scripts. Filmstrip No. 1: 
Prooiems on the Job; and Filmstrip No. 2: Work 
Entry and Job Adjustment Problems. 

ED 145 116 

Coping in the World of Work. Practice in Problem 
Solving. Student Guide. Research and Develop- 
ment Series 1208. 

ED 145 114 

Current Projects in Vocational Education-FY 
1976. Abstracts of Projects Supported in FiKal 
Year 1976 and the Transition Quarter under the 
Vocational Education Amendments of 1968 
(Parts C, D, I and J). 

ED 138 782 

Desegregation and Its Implications for Vocational 
and Career Education RAD. Occasional Paper 

No. 30. 

ED 145 230 

Developing the Leadership Potential of Urban 
Vocational Education Administrators. (Confer 
ence II). 1977 National |.eadcjship Seminar for 
Administrators of Vocational Education in Large 
Cities (Arlington, Virginia. March 26-29. 1977) 
Leadership Training Series No. 50. 

ED 143 844 

Developing the Leadership Potential of Urban 
Vocational Education Administrators. National 
Leadership Seminar for Administrators of Voca- 
tional Education in Large Cities (Columbus, 
Ohio. March 28-31, 1976). Leadership Training 
Series No 48. 

ED 137 508 

Development and Utilization of Metnc Educa- 
tion Instructional Materials in Vocational, Tech- 
nical, and Adult Hducstion Final Report. 

ED 142 825 

The Development of an Innovative Strategy for 

( taping with the Transition from School to Work 



Implications for High School Students. 

ED 138 799 

The Development of Entrepreneurs through Vo- 
cational Education. Introduction to Entre- 
preneurship Modularized Instructional Units. 

ED 142 770 

The Development of Entrepreneurs through Vo- 
cational Education. Project Report. 

ED 142 771 

Development of Specialists to Serve the Family 
Life and Impact Hume Economics Programs. Fi- 
nal Report. 

ED 145 146 
Energy Problems Provide Job Opportunities. 

ED 142 794 

Evaluation of Vocational Education RAD Pro- 
grams: An Integrative Analysis of Recent Studies. 

ED 142 793 

Floiida Assessment of Needs in Career Educa- 
tion. 

ED 143 792 

The Future of Vocational Education. Papers from 
the Bicentennial Conference on Vocational Edu- 
cation (Minneapolis, Minnesota, October 10<13, 

1976). ' 

ED 141 639 

Guidt to the Implementation of Performance- 
Based Teacher Education. 

ED 142 715 

Implications of Research Findings on Vocational 
and Career Education for the Mentally Hand- 
icapped. Occasional Paper No. 33. 

ED 147 637 

Improving the Quality and Quantity of Voca- 
tional Education in Corrections. National Confer- 
ence on Vocational Education in Corrections 
(Houston, Texas, May 16-18, 1977). Leadership 
Training Series No. 53. 

ED 147 475 

Increasing the Impact of Innovative Projects. 
Conference Proceedings. Leadership Training 
Series No. 51. 

ED 147 571 

Index of Military Curriculum Materials Related 
to Civilian Vocational Programs 

ED UO 095 

The Influence of Selected Organizational and Ad- 
ministrative Variables on Continued and Ex- 
tended Use of Exemplary Projects in Vocational 
Education. Research and Development Series 

No. 116. 

. ED 138 814 

An Instructional System Design for Vocational 
Education. 

ED 143 888 

Involving Significant Others m Career Planning: 
A Counselor's Handbook. Research and Develop- 
ment Series No. 128. 

ED 145 149 

Management Information System for Vocational 
Education. MISVE Administrators' Orientation. 
Research and Development Series No. 127D. 

ED 141 620 

Management Information System for Vocational 
Education. MISVE Document Catalog. Research 
and Development Series No, 127 A. 

ED 141 617 

Management Information System for Vocational 

Education. MISVE General Description Re- 
search and Development Series No. 127C. 

ED 141 619 

Management Information System for Vocational 

Education. MISVE Technical DeKription. Re- 
search and Development Series No. I27E 

ED 141 621 

Management Information System for Vocational 
Education, MISVE Source Data Input Proce- 
dures Research ind Development Series No. 

127F. 

ED 141 622 
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Mtfiaiement Information Systems for Vocational 
Education: A National Study. Research and 
Development Series No. 126. 

ED 141 602 

Manpower Informacion Systems: A Review and 
Synthettt of Information of FY 74 Projects Sup* 
ported under Section 131 (a) .f Part C of the' 
Vocational Education Amendments (PL. 90-^ 
576). 

ED 142 746 

Manual for Writing Behavioral Objectives. Re- 
tearch k Developmenl Series No. 1 19-H. Career 
Planning Support Syslem. 

ED 143 874 

The Maryland Model. A Project to Develop an 
Educational Plan for Ihe Maryland Division of 
Correction. Final Report. 

ED 131 743 

Melric Education: An Implementalion Guide for 
Vocalional, Technical, and AduU Educalors. 

ED 142 824 

Melrka for Agricultural Mechanics. 

ED 135 952 

Metrics for Agricultural Supplies A Services. 
Agricultural Production. 

ED 135 953 

Metrics for Air Conditioning & Refrigeration, 
Heating, Ventilating. 

ED 135 965 

Metrics for Architeclural, Civil, Mechanical 
Drafting. 

ED 135 959 

Metrics for Bindery Operation 

ED 135 960 
Metrics for Commercial Photography. 

ED 135 961 

Metrics for Commercial, Industrial. Residential 
Electricity. 

ED 135 966 

Metrics for Copy Preparation, Layout and De- 
sign, Type Composition. 

ED 135 962 

Metrics for Food Services. 

ED 135 968 

Metrics for Forestry. 

ED 135 954 

Metrics for General Office Clerks, Clerk-Typists, 
Typists. 

ED 135 956 

Metrics for Good Measure, Level 1. Audio Tape 
Script. 

ED 142 694 

Metrics for Good Measure. Level I. Instructor's 
Guide. Student Posttest Booklet. 

ED 142 693 

Metrics for Good Measure. Level 1. Student 
Workbook 

no 142 692 

Metrics for Good Meuure. Level II. Instructor's 
Guide. 

ED 142 696 

Metrics for Good Measure. Level II Student 
Workbook. 

ED 142 695 

Metrics for Good Measure. Lrvel 111 Instructor's 
Guide. 

ED 142 698 

Metrics for Good Measure. Level Mi Student 
Wotkbook 

ED 142 697 

Metrics for Horticulture 

ED 135 955 

Metrics for Hotel and Lodging 

ED I 35 969 

Metrics for Key Punch Operators 

ED 1 35 9S7 

Metrics for Litho Photography, OfTset Stripping. 
Offset Plalemalfing 

ED i ;»5 963 
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Metrics for Offset Printing Press Operation. 

ED 135 964 

Metrics for Plumbing, Pipefitling. 

ED 135 %7 

Melrics for Recreation A Tourism. 

ED 135 970 
Metrics for Secretarial, Stenography. 

ED 135 958 

Military Curriculum Materials Identification, Se* 
lection, and Acquisition Strategies and Proce- 
dures. 

ED 140 094 

Military Curriculum Materials Utilization in Vo- 
cational Education. Final Report. 

ED 140 014 

National Institute for Performance-Based 
Teacher Education. Final Report. 

ED 142 714 

National Large Cities Vocational Education 
Needs Study. 

ED 141 572 

Needed Federal Policy in Education for Century 
111. Occasional Paper No. 24. 

ED 139 985 

Occupational Information Resources. A Catalog 
of Data Bases and Clatsification Schemes. Infor- 
mation Series No. 104. 

ED 146 458 

Occupational Mobility and Career Planning: 
What Is Needed? 

ED 138 830 

Occupationally-Transferable Skills and Charac- 
teristics: Review of Literature and Research. In* 
f rmaliun Series No. 105. 

ED 146 420 

The Organized Teaching Profession and Educa- 
tion R and D. Occasional Paper No. 29. 

ED 145 138 

Orgtnizing and Conducting Demonstration Pro- 
jects in Vocational Education. ReKarch and 
Development Scries No. 117. 

ED 138 813 

Performance Content for Job Training. Volume 1. 
Introduction. Research and Development Series 
No. 121. 

ED 146 369 

PerforTiance Content for Job Training. Volume 2. 
Stating the Tasks of the Job. Research and Devel- 
opment Series No. 122. 

ED 146 370 

Performance Content for Job Training. Volume 3. 
Identifying Relevant Job Performance. Research 
and Development Series No. 123. 

ED 146 371 

Performance Content for Job Training. Volume 4. 
Deriving Performance Requirements for Train- 
ing. Research and Development Series No. 124, 
% ED 146 372 

Performance Content for Job Training. Volume 5. 
Processing Survey Data: Technical Appendices, 
Research and Development Series No. 125 

ED 146 373 

Performance -Based Teacher Education: The 
State of the Art. General Education and Voca- 
tional Education. 

ED 142 713 

Producing CDUs A Procedural Guide for CDU 
Instructors. Research &. Development Series Nt>. 
I I9-J. Career Planning Support System. 

ED 143 876 

Programs of Guidance and Counseling Becoming 
of Age: Implications for Vocational Education R 
& D. Occasional Paper No 25 

Jtu ntnoi 
. )ns for Voca- 
tional and Career Educatu)ti R a(d Occasional 
Paper No 20 \ 

'fD ) n 540 

A Research Agenda foi fhr Nafioiiaf Institute <»f 
TducatioTi 



ED 138 714 

Resources in Vocational Education. Volume 10. 
Number 5. 

ED 147 539 

Resources, in Vocational Education. Volume 10. 
Number 6. 

ED 147 612 

Review of Existing Information Systems and Net- 
works: Applicability to the Design of if^c SYS- 
TEM. (A Staff Working Paper.) 

ED 140 092 

A Review of Literature Concerning Behaviors 
Which Inhibit or Reduce Sex Bias and Sex Role 
Stereotyping. 

ED 141 522 

A Sampler of Innovative Program Ideas for Ohio's 
Community Action Agencies. 

ED 145 175 

Sugar and Spice Is Not the Answer. A Parent 
Handbook on the Career Implications of Sex 
Stereotyping. Research and Development Series 
No. 129. 

ED 147 560 

A System to Provide Military Curriculum Materi- 
als to Civilian Vocational and Technical Educa- 
tors. 

ED 140 096 

Systemic Issues in School to Work Transitions. 

ED 138 715 

Transferability of Vocational Skills: Review of 
Literature and Research. Information Series No. 

103. 

ED 138 834 

Utilization of MilitaryDeveloped Curriculum 
Materials in Civilian Vocational Programs: A 
School Survey. 

ED 140 093 

Vocational Education Program Need in Large 

Cities. 

ED 139 924 

Writing Behavioral Objectives. A Procedural 
Guide for the Behavioral Objective Specialist. Re- 
search & Development Series No. 119-1. Career 
Planning Support System. 

ED 143 875 

Youth Training Programs in Ohio's Community 
Action Agencies. A Case Study: 

ED 146 359 

Youth Unemployment: Implications for Voca- 
tional Education RAD. Occasional Paper No. 

32. 

ED 147 636 

1975 National Vocational Education Personnel 
Development Seminar. Indu$try»Education l;«no- 
vations in Personnel Development (Omaha. Ne- 
braska, October 28-31, 1975). Leadership 
Training Series No. 46. 

ED 145 130 

1976 Annual Index to AIM/ARM (Abstracts of 
Instructional and Research Materials in Voca- 
tional and Technical Education). Volume 9, Num- 
bers 1 through .6. 

, ED 140 018 

Ohio State Univ., Columbus. Dept. of 
Agricultural Education. 

Analysis of 4-H Community Development Pro- 
grams in the Cooperative Extcn.sion Service Sum- 
mary of Research Series 

ED 138 783 

Development and Implementation of Intern.ship 
Programs in Agricnltur^l Occupations for Present 
and Prospectilre Vo( attonal Agriculture Teachers 

ED 147 466 

Essential 1 cadership and Personal Development 
( ompetencics Needed m Agricultural Occupa- 
ti<ins As UlentiOcd by Agricultural Leaders in 
Ohio Summary of Research Series SR 12 

ED 141 645 

PrfK-eedings of ih^ Annual Ccniia! Region Re- 
search Confcrcntc iW Agricultural 1 diication 
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(JOlh. Columbuv Ohio. August 3-5. 1976). 

ED 136 070 
Ohio State Univ.. Columbus. Mershon 
Center. 

The Implcmcniiiion of CETA in Ohiu RAD 
Monngriph 44 Final Report. 

ED 1 3H 808 
Ohio State Univ., Columbus. National 
Center for Research in Vocational 
Education. 

Increasing the Impact of Federally-Administered 
Vwaiional Education Exemplary Pruject*. Fmal 
Report. Leadership Training Series No. 52. 

ED 149 031 

Occupational Preparation Programs: Implications 
for VtKational Education R&D. Occasional Pa- 
per No. Jl. 

ED 149 014 

Re.sources in Vcx-atiunal Education. Volume 10. 
Number 1. 

ED 149 015 

Resources in V<Kati(mal Education Vulumc 10. 
Number 2 

ED 149 026 

ReMMjrces in Vocational .Education, Volume 10. 
Number 3 

ED 149 017 
Ohio state Univ., Columbus. Trade and 
Industrial Education Instructional 
Materials Lab. 

SclMnilructional Unit on Conducting Tssk Sur- 
veys for Vocational Curriculun Development. 

ED 143 807 
Oklahoma City Public School System, 
Okla. Dept. of Home Economics. 
Home Economtcs-A Loolt-A Job^ A Future. A 
Course of Study at a Pre- Vocational Level for 7th 
and/ur 8th Grade. 

ED 143 803 
Oklahoma State Advisory Council for 
Vocafional-Technical Education, Oklahoma 

City. 

Vocatiunal Education Needs Assessment for the 
Oklahoma City and Tulsa Public School Systems 

ED 147 517 

Oklahoma State D«pt. of Vocational and 
Technical Education, Stillwaterv 

The Comparative Efficacy of Selected Manpower 
Demand Project Technique! on Diversified Pupu- 
lations. Final Report. 

ED 136 02K 

Management by Objectfves: A Tool for Account- 
ability. 

ED 143 788 
Oklahoma State Dept. of Vocational and 
Technical Education, Stillwater. 
CurricMlaaii and Instructional Materials 
Center. 

Distributive Education II Course of StucJy. 

ED 140 030 

Home Economics 1, Basic Core. Vcicalional Home 
tAoriomki EduLalH)n Revised. 

ED Uo 402 
Home hcimomus II Basic Core Tenth Grade 

ED 146 403 

Housing Hnd H(»inc I'urnishings In-Depth Cur- 
ntulum V(H:ational Home Economics Eduiation 

ED 138 838 

Nur^mg I A Course of Study 

* EI) 146 404 

Nursmg 11 A ( oursc of Study 

EO 146 401 

Njjr^uig 11) A ('<uir^c <jf Study Health Occupa 
tions Edu'.Jitinn 

M) M8 8n 
Supervisory Skills Ini (irrjatru ( arc 



ED 143 776 
Oklahoma State Dept. of Vocational and 
Technical Education, Stillwater. Div. of 
Research, Planning, and Evaluation. 

Parallel Fullow-Up. 

ED 145 14S 
Part-Time Adult and Employer Evaluation. 

ED 137 545 

Student ana Employer Evaluation. 

ED 142 791 

Oklahoma State Univ., Stillwater. Coll. of 
Education. 

Factors of Aptitude and Time Related to Acquisi- 
tions of Task Skills by Educationally Disadvan- 
taged Sti'^^.nts. Final Report. 

ED 145 120 

Oklahoma State Univ., Stillwater. Div. of 
Home Economics. 

Exploratory Study of Administrative Barriers to 
Installation of Open tntry-Exit Wurk Expcri- 
ences m Cooperative Clothing Retailing Pr(v 
grams. Final Report. 

; ED 142 838 

Olympus Research Centers, San Francisco, 
Calif. 

The Comparative Labor Market Role of Newspa- 
per Help Wanted Ads and Public Employment 
Service Job Listings. Final Reporl. 

ED 138 735 

Olympus Research Corp.. Salt Lake City, . 
Utah. 

The Comparative Labor Market Role of Newspa- ^ 
per Help Wanted Ads and Public Employment 
Service Job Listings. Final'Rcport. 

ED 138 735 
Ontario Dept. of Education, Toronto. 

An Evaluation of the Cafeer Development Credit 
Course 

ED 146 339 \ 
Occupational Graduates md the Labour Force. 

ED 146 338 
Orange County Public Schools, Orlando, 
Fla. 

Health Occupations. NUrsing Assistant. 

ED 143 779 

A Trairiing Module: Developing a Job Entry, In- 
dividualized Curriculum 

' ED 143 783 

A Training Module: beveluping a Learning Ac- 
tivity Package. 

'""^^"•sw ED 143 781 

Oregon State Board of EduMtion, Salem. 

Curriculum Guide for Building Construction. 

ED 141 623 

Oregon State Dept. of Education, Salem. 

Career Education Program Assessment. 

ED 147 503 
Curriculum Guide for Building Construction. 

ED 141 623 
Oregon State Dept. of Education, Salcml 
Career and Vocational Education Section. 
An Analysis of Cluster Program Needs in the 
Portland Public Schools. 

ED 147 521 

Guidelines for Obtaining A Using Data in Voca- 
tional Program Planning. 

ED 147 520 

Guidelines for Using Data in Vocational Program 
and Curriculum Planning at the Stale Agency 
Level 

ED 147 519 

Models foi' the Use of a Data Ba^c in Planning 
Stale and Local Voiational Programs Final Re- 
port 

ED 147 518 

A SlatCNMdc MHnpowrr/Cijrr'tulurii Manage- 



ment System. Final Report 

ED 136 027 

Oregon State Univ., CorvalHs. 
Vocation-Technical Education Unit. 

Updating Promising Practices in Oregon Career 
and Vocatiunal Education. Final Report. 

ED 145 143 

Oregon Univ., Eugene. Coll. of Business 

Administration. 
Effects of Feedback on Job Attitudes and Work 
Behavior: A Field Experiment. Technical Report 
No. 6. 

ED 137 602 
Organisation for Economic Cooperation 
and Development, Paris (France). 

Australia. Transition from School to Work or Fur- 
ther Study. Reviews of National Policies for Edu- 
cation. 

ED 146 389 

Educational Policy and Planning. Transition from 
School to Work or Further Study in Australia. 

ED 145 186 

Entry of Young People into Working Life. Gen- 
eral Report. ' 

ED 145 075 

P/RA Research, Inc., East Meadow, N.Y. 

A Study of Nationwide Availability of Women St 
Minorilica for Positions in Ofticials A Managers 
A Professionals. Employment Categories. Final 
Report. 

ED 143 808 

Pacific Coasnltantg, Washinton, D.C. 

Profiles of Career Education Prujects. Second 
Year's Program. Fiscal Year 1976 Funding. 

ED 138 786 

Parkway School District, Chesterfield, 

Mo, 

Parkway Experience- Based Career Education. ' 
Annual Interim Report. First Year. October I. 
. 1976 to September 30, 1977. 

ED 147 546 

Peace C^rp** Washington, D.C. 
Peace Corps Training Guidelines: The Program 
and Training Loop and a Systematic Approach to 
Training. 

ED 137 509 

Peat, Marwick, Mitchell, and Co., 
Hartford, Conn. 

Selected Alternatives for Serving More High 
Schofi^Aged Students in the Vocational-Techni- 
cal Schools. Final Report. 

ED 139 907 

Pennsyhaaia Research Coordinating Unit 
for Vocational Education, Harrisbnrg. 

Pennsylvania;! Abstracts of Research and Related 
Materials in Vocational Education. 

ED J47 640 

The Relationship of Characteristics of Vcjational 
Food Service Teachers to Their Teaching EfTec- 
tivcness. Final Report. 

ED 138 733 

Research and Dtvelopmcnt Project in Career 
Education Final Report 

ED 139 906 

Summary. 1970-75 Follow-Up of Hearing Im- 
paired Graduates in Pennsylvania 

ED 136 072 

A Work Experience Video Tape Satellite Project 
for EMR Students. Final Report. 

ED 147 620 
Pennsylvania State Dept. of Education, 
Harrisburg. 

Pennsylvania Compctency^Basf d Teacher Educa- 
tion. Compcleni ics: Industrial Arts Education 

ED 140 071 

Research ^ Information on Employment A train- 
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ing Proceedirifs of a Symposium (Herihey Con- 
vention Center, Hershcy. Pennsylvania, October 
U'\y 1976). 

ED 140 026 
PtMuylvula State Dept. of Education, 
Harris barf. Bartaa of Vocatioaal and 
Tecfcaical Edacation. 

Relationship between Sex Role Attitudes of Penn- 
sylvania Vocational Educators and Their Stated 
Beliefs about Their Own Sen Role Orientation. 

EDU7 515 

A Safety and Health Guide for Vocational Educa- 
tors. Incorporatini Requirements of-the Occupa- 
tional Safety and Health Act of 1970. Relevant 
Pennsylvania Requirements with Particuair Em- 
phasis for Those Concerned with Cooperative 
Education and Work Study Programs. Volume 1 5. 
■'Number 1. 

ED 142 708 
PenasyWaaia State Univ., Univenity 
Park. 

Pennsylvania Compctency-Bued Teacher Educ»> 
tion. Competencies: Industrial Arts Education. 

ED 140 071 

Penasylvaaia State Univ., Univenity 
Park. Carter Development and Placerarnt 
Center. 

Career Biblio|raphy. A Guide to Free and Inex- 
pensive Occupational Information. 

ED 140 065 
Pennsylvania State Univ., Univenity 
Park. Coll. of Edacation. 

Electrical Occupations. Trade and Industrial Edu- 
cation <^ourse of Study. 

, ED 136 064 
Metal Fabrica*«on. Trade an^ Industrial Educi^- 
tion Course- of Study. 

ED 136 063 

Plumbing. Trade and Industrial Education Course 
of StuJy. 

ED 136 062 
Pennsylvania State Univ., Univenity 
Park. Dept. of Vocational Edacation. 

Competency Profile of Vocational Administra- 
tors. Vocational-Technical Education Research 
Report. Volume 15, Number 13. 

ED 147 565 

Identification and Development of Selected 
Modules for the Home Health Management As- 
sistant Program. Final Report. Health Occupa* 
tions. ' Monograph Number 4. 

VocationaMndustrial Education Reiearch Re- 
port. Volume 15. Number 14. 

ED 147 553 

Profile of Adult Vocational Teachers in Pennsyl- 
vania. Adult Vocational Education, Monograph 
Number 2. Vocational-Technical Education Re- 
search Report. Volume 15. Number 3. 

ED 147 473 " 

Peansylvania State Univ., Univenity 
Park. Div. of Occupational and Vocational 
Stadies. ^/ 

Evaluation of Funded Projects for Development^ 
of Vocational Instructional Materials. Final Re-/ 
port 

ED 146 418 
Pennsylvania State Uaiv., Univenity 
Park. Food Service ind Housing 
Administration. 

Forecasting the Fu'.ure Food Service World of 
Work. Final Report Volume I The Future of 
FtK>d Service l<'R^-m90 Service Management 
Reports 

ED 142 6J<9 

Forcra^ting the Future FchxI Service World of 
W'ork Fmal Report Volume !1 Centralized F(kk1 
Scfvice Systems Service Management Rep<»rt^ 



liD 142 690 

F<»recastii»g the Future Foixl Service World of 
Work. Final Report. Volume III, Technical Papers 
on the Future of the Food Service Industry. Ser- 
vice Management Reports. 

ED 142 691 

Pennsylvania State Univ., Univenity 
Park. Inst, for Research on Human 
Resources. 

Cost-Effectiveness Study of Work Experience 
Programs. Final Report. 

ED 136 053 

Nontraditional Vocational Educational Programs 
for Women. Final Report. 

ED 136 025 

Pennsylvania Univ., Philadelphia. Dept. of 

Regional Science. 
Evaluating the Return to the Education of 
Women: Economic Rationale for Sex Differences 
in Education. Final Report. 

ED 143 800 
Pennsylvania Univ., Philadelphia. 
Wharton Industrial Research VlnK. 
Demonstration Project for Institut onalizing the 
Upgrading of the Disadvantaged. Uliscellaneous 
Series No. 24. 

ED 142 686// 
Performance Management Spcdalists< 
Inc., Englewood, Colo. 

Guidelines for Improvement Qf Vocational Pro- 
grams and Resources to ServcN^eds of Hand- 
icapped Students. Final Report. \ 

ED 142 806 

Personnel Decisions, Inc., Minneapolis, 
Minn. 

Motivation, Satisfaction, and Morale in Army Ca- 
reers: A Review of Theory and Measurement. Fi- 
nal Report. 

ED 145 255 

Philadelphia School DUtrict, Pa. 

Evaluation of Personalized, Individualized. Voca- 
tional Occupations Training. Final Report. 

ED 142 703 

Pioneer Cooperative Educational Service 
Agency, Geveland, Ga. 

Pioneer Cooperative Educational Service Agen- 
cy's Experience-Based Career Education Pro* 
gram. Interim Report. 

ED 147 528 

Pittsburgh Univ., Pa. 
A Position Paper on Mainstreaming Special 
Needs Students into Regular Vocational Class- 
rooms. Recommendation to the State Advisory 
Council for the Bureau of Vocational Education. 

ED 146 426 

Pittsburgh Uniy Pa. School of Education. 

Continuation o^ Project to Develop a Vocational 
Classroom Teacher's "Hands-On** Instrument to 
Measure Enttv and Exit Skills of the Special Edu- 
cation Student for Specific Occupations. Final 
Report. / 

ED 1*47 550 

Developing Short- and Long-Range Vocational 
Education Administrative Plans. A Self-Instruc- 
tional Module. Revised Edition. 

ED 145 089 

A Project to Devehip. Test, and Implement a 
Competency*Based Undei^raduate Vocational 
Teacher Education Program. Final Report Fiscal 
Year. 1976-77 

FH 14^ 2^9 

Planning and Human Systems, Inc., 
Washington. D.C. 

Employment and Training Programs for Oflceid- 
ers. A Guide for Prime Spcwistirs under the Com- 
prehensive Ftnploytncnt «nd Training Act of 
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HI) 143 H47 

Policy Studies in Education, New York, 
N.Y. 

Career Education in New York State. A Catalog 
of Ideas and Products from 22 New York State 
VFA-Supported Projects 

ED 145 133 

Three-Site Evaluation for Career Development 
Projects. 

ED 139 908 

PontiacyCity School District, Mich. 

Pontiac Adult-Student Learning System. Final 
Evaluation Report. Project Years 1973-76. 

ED 136 037 

Portland Public Schools, Oreg. 
An Analysis of Cluster Program Needs in the 
Portland Public Schools. 

ED 147 521 

Guidelines for Obtaining Sc Using Data in Voca- 
tional Program Planning. 

ED 147 520 

Models for the Use of a Data Base in Planning 
State and Local Vocational Programs. Final Re- 
port. 

ED 147 518 

Portland Public Schools, Oreg. Area III 
Office. 

[Vocational Village Staff Handbook]. 

ED 149 044 

Prairie View A and M Univ.; Tex. 
To Develop a System for Interfacing the Adminis- 
tration and Implementation of CETA and VtKia- 
tional Programs at the L<K:al Level. Final Report. 

ED U0 097 

President's Committee on Employment of 
the .Handicapped, Washington, D.C. 

Gui^le to Job Placement of Mentally Restored 
Pe<?p?e. 

ED 145 251 

Guide to Job Placement of Mentally Retarded 

Workers. 

ED 145 250 

Teacher** Manual to Accompany "How to Get a 

Job." 

ED 145 249 

Public Interest Economics Center, 
Washington, D.C. 

Potential Economic Benefits of Consumer Educa- 
tion. 

FD 146 406 

Public Research Inst., Arlington, Va. 

Voucher Founding of Training: A Study of the Gl 
Bill. 

ED 141 506 
Purdue Research Foundation, Lafayette, 
Ind. 

Job- Derived Sch . • - .51 » .illow Up Report. Tech- 
nical Report N' A 

ED 146 378 

Purdue Univ., Lyr?.,,c^lc, Ind. 
In-Service Tratn!:.r t'wr Counxelor Educators and 
Counselors Scrst by Area Vocational Programs. 
Final Report , 

ED 142 785 
Purdue Univ.. Lafayette. Ind. Dept. of 
Education. 

Assessment and bvaluMtt()n of the Public's Per- 
ception or* ViKational Fducation in Indiana Tech- 
nical Report. 

ED L16 015 

Kmploymciit Patterns and Earnings ofSecttndary 
Scho(il VncatKmaJ hducation (iradirates RCU 
TcchniLal Kt-poit Scncs Number One 

HD I4h 348 

A M<h1c1 for Asscssmg Employment Needs in 
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Agnbusiness Firms. Final Report 

ED 146 J64 
Hand Corp., Saata Moaic«, Ctlif. 

A Critique of Tix Biscd Con/Bencfit Rilim The 
Rand Paper Series. 

ED 1 37 506 
RetioMi EdaCsHoB Service Ageacy, 
RtfloB 5, Parkcrflbiir«« W. Va. 

Career Education ConsuUini Packa|c. Pack i. 
Counselor!. 

ED 137 622 

Career Education Consulting Package. Pack II. 
Primary K-3. 

ED 137 623 

Career Education Consulting Package. Pack 111. 
Junior/Senior High. 

ED 137 624 

Career Education Consulting Package. Pack IV 
Intermediate. 

ED 137 625 

Career Education Consulting Packiige. Pick V. 
Administrators. 

ED 137 626 

Cereer Education Consulting Package. Pack VI. 
Handouts and Transparencies. 

ED 137 627 
RiMdc IsUad State Dept. of EdncaHon, 
ProTldeacc. 

An Inff^rmation Network and Simulation Model 
for Vocational Education. Final Report. Rhode 
Island Model II. Volume 1 

ED 138 820 

RicluMoad State School, Tex. 

Development of Prevocational Training for 
Deaf/Blind. 

ED U3 821 
RIckaoad Uaifled School District, Calif. 

EUREKA. The California Career Information 
System. Annusl Interim Report. 

ED 145 144 

Roaaoke City PybUc Schoob, Va. Dept. of 
Vocatioaal aad Adalt EdacaHoa. 

A FoHow>Up of Former Vocational Students from 
the Roanoke City Public Schools 1975-76. Final 
Report. 

ED 143 K79 

Raral Ecoaoailcs last., Davii, Calif. 

Career Development for Farm Employment. Fi- 
nal Report. 

ED 138 787 

Ratitrt, The State Uaiv.. New Bmaswlck, 
NJ, 

Vocational Education in Correctional Institutions 
(New Brunswick, New Jersey, June t6-June 28. 
1961). Report. National Seminar. 

ED 147 530 

Ratgtrt, Hm State Ualv., New Bniaswick, 
N J. Carricalaai Lab. 

ACCEPT. Academic Cooperative Career Educa- 
tion Program Today. An Integrated Approach to 
Cooperative Education. 

ED 147 62H 

Airbrush Technology 

ED 147 610 

Basic Cake Decorating Workb<iok 

ED 138 744 

Basic Electricity Part 1. 

HD 147 624 

Basic Electricity Part 2. 

FD 147 62^ 

Basic Electricity Part 3. . 

HD 14? 626 

Basic Electricity Part 4 

ED 147 677 

Beauty Culture II Teacher's Guide 

FD 146 .Ml 



Career Exploration Program: A Cluster Ap- 
;jroach. Publication No. 0057 

ED 14J 799 

The Child-Carc Teacher Ai.le-A Guide for 
Teachers 

ED 147 492 

Comprehensive Career Education Curriculum 
Guide for the Trainable. 

ED 147 631 

Dimensioning, Tolerancmg, and Machine 
Finishes. 

ED 146 397 

Exploring Snrrsll Animal Care. Teacher's Guide. 

ED 147 569 

Exploring the AppHcd Arts. Publication No. 
0041 

ED 143 798 

Food PreparavHjn and Service. An Introductory 
Course for Fooi Services Careers. 

ED 140 035 

Food Service 

ED 145 258 

Ftxxl Service. Teacher's Guide. 

ED 145 257 

Food Services. Reading and Language Activities, 

ED 140 064 

From Autos To Stereos. A Collection of Read- 
ings. 

HD 147 633 
Hairciiiiing Guide for Cosmetology Students. 

ED 1.^8 745 
Horticultural Practices. Activity Guides. 

tD 137 617 

The In-PIant Printer. 

ED 137 555 

Introduction to Marketing for 9th Grade Stu- 
dents. 

ED 147 632 
Language Workboc,k for Food Service. 

ED 145 139 

Machine Shop Operations- 2. Milling Machine. 
Heat Treatment of Metals, and Grinders, 

ED 137 61H 

A Marketing and Distribution Curriculum Guide. 

ED 147 629 

Monsier Math. 

ED 147 570 

The Preschool Years. 

ED 137 554 

Readings in Air Conditioning and Refrigeration. 

ED 147 491 

Readings in the Automotive I'rade. 

ED 147 568 

The SI Metric System and Practical Applications. 

; ED 146 351 

Twenw Trades to ReaA About. 

ED 145 1R9 

Workshop in Providing Equa^i Career Opportuni- 
ties. 

ED 140 061 

Rutgers, The State Unl?., New Brunswick, 
N.J. Dept. of VooitioiiaMechnical 
Education. 

Model for Calculating Cost per Pupil for Second- 
ary Vocational, General and Transfer Curricula in 
Comprehensive High Schools. Shared Time Voca- 
tional Schools and Full Time Vocational SchtKjls. 
Final Report. 

HD 139 914 

Rutgers* The State Univ., New Brunswick, 
N.J. Labor Education Center. 

Paid tducalio.nal Leave NIE Papers in Eidutation 
and Work Number Six 

KH 140 022 



RJ Associates, Inc., Arliagton, Va. 

A Model to Retrain Women Teochers and Skilled 
Women as Teachers in Non-Traditional Voca- 
tional Programs. Final Report, 

ED 143 878 

Vocational Education on the Navajo Reservation: 
Present Status and Future Directions. 

ED 143 886 
Saint Charles Parish Schools, Lulifig, La. 

An Experience-Based Career Education Model. 
Interim Report, 9/27/76-9/26/77. 

ED 147 621 

Saint Joseph CoU., West Hartford, Conn. 

A Study to Examine and Develop a Comprehen- 
sive Model of Identifying and Providing Realistic 
Vocational Education Experiences for Learning 
Disabled Students. Final Report. 

ED 142 804 

San Jose Community ColL District, Calif. 

The Measurement of Attitudes of Chictno Fresh- 
men Who Are Preparing for a Criminal Justice 
Career. 

ED 145 167 

San Juan Basin Area VocationaNTechnical 

School, Cortex, Colo. 
Career Unit. Careers at an Airport, 

ED 142 737 
Career Unit. Careers in the Environment. 

ED 142 738 
Career Unit. Living in the Local Community. 

ED 142 739 
Career Unit. Math and the Dog House, 

ED 142 743 
Career Unit. The An of Navajo Rug Weaving. 

ED 142 742 

CEPAC Project Summary. 

ED 142 741 

Chef. Occupational Simulation Kit. 

ED 142 728 

Newspaper Reporter. 

ED 142 736 
Nursing.. Occupational Simulation Kit. 

ED 142 732 
Pharmacist. Occupational Simulation Kit, 

ED 142 729 
Photography. Occupational Simulation Kit. 

ED 142 735 

Physical Therapist. Occupational Simulation Kit. 

ED 142 733 
Postal Employee. Occupational Simulation Kit. 

ED 142 730 
Simulation. Consumers Right to Know. 

ED 142 740 
Social Worker. Occupational Simulation Kit. 

ED 142 734 
Travel Agent. Occupational Simulation Kit. 

ED 142 731 

Santa Barbara City Coll., Calif. 
Instructional Programming: Development and 
Validation of Instructional Modules for Graphic 
Production Programs. A Research and Develop- 
ment Report. 

ED 14*; 166 
Santa Barbara Elementary and High 
School District, Calif. Career Education 
Dept. 

Consumer Education Project: Community Ap- 
proach Utilizing an OfT-Campus Facility. 

ID 145 109 

South Carolina State Advisory Council on 
Vocational and Technical Education, 
Columbia. 

The Little Book on LcKpr VOC/ThC LdutatuHi 
Advisory Councils A (iuul? 

HD 141 SO*i 
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Sotttk Carolina State Dept. of Education, 
ColunMa. 

South Cirolini D.E. Teacher-Coordinator Opera- 
tional Handbooic. 

ED 143 865 

Sonth Carolina State Dept. of Education, 
Colambia* Agrtculfural Education Section. 

Afhcultural Sales and Services. A Curriculum 

Guide. Preliminary Draft. 

ED 135 948 

OrnaiftlAtal Horticulture. A Curriculum Guide. 
Prelimtnaty^P f i H .. ^ 

V ED 135 949 

Sontli Carolina State Dept. of Education, 
ColnvWa. Hone Economics Edncatioa 
Section. 

Clothing and^Textiles Resource Unit. Sewing on 
Knits. ^ 

ED 146 352 

Foods antl Nutrition Resource Unit. Entertaining. 

ED 146 354 

Housing and Home Furnishings Resource Unit. 
Landscaping the Homegrounds. 

/ ED 146 353 

Soatli/Dfkota State Dept. of Public 
Instractlon, Pierre. Div. of 
Vocanonal-Todinical Edacation. 
Proceedings. Training Institute for Rural Disad- 
vaflugcd (August 17-21. 1970). 

ED 147 506 

litk Dakota State Univ., Brookinfi. 
proceedings. Training Institute for Rural Disad- 
vantaged (August 17-21. 1970). 

ED 147 506 

oath Dakota Univ., Springfield. 
South Dakota Vocational Education Follow-Up. 
Final Report. 

ED U5 224 

South Dakota Unit., Vermillion. Business 
Research Bureau. 

Demography and Socio- Economic Characteris- 
tics of South Dakota and Its Economic Regions. 
Bulletin Number 120 

ED 137 549 

Soath Dakota Univ., Vermillion. 
Educational Research and Service Center. 

Vocational Education: A Challenging Alternative 
for the Gifted and the Ttlented Student. A 
Manual for Guidance Counselors. 

ED 146 455 

Vocational Educations A New Dimension fur the 
Gifted and the Talented Students. A Vocational 
Teacher's Rev)urce Guide. 

ED .146 456 

ViKStionai Education; An Opportunity for the 
Gifted and the Talented Students 

ED 146 454 

South Dakota Univ., Vermillion. School of 
Education. 

, Development of Curricula for Vocational Prepa- 
ration of the Gifted and Talented Students in Se- 
condary and Po^t-Secf>ndary Education. Final 
Technical Report 

ED 146 457 

South Dakota Univ., Vermillion. 

State-Wide Educational Services. 
Souih Dakota Statewide Core Curriculum. Career 
Ladder, and Challenge System A Case History. 

ED 141 647 

South-Westem City School District, Grove 
City, Ohio. 

Sample Course of Study for Distributive Educa- 
tion Warehousing (Taxonoiny 04 3lO()) 
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Southeast Community Coll., Lincoln, 
Nebr. 

Development and Implementation of a Cur- 
riculum for Nurse Refresher Course. Final Re- 
port. 

ED 145 150 
Southern Association of Colleges and 
Schools, Atlanta, Ga. Commiuion on 
Occupational Education Institutions. 

A Project to Computerize Performance Objec- 
tives and Chtehon*Referenced Measures in Oc- 
cupational Education ,for Research and 
Determination of Applicability to Handicapped 
Learners. Final Report. 

ED 142 840 

Southern Illinois Univ., Carbondale. 

Handbook of Discovery Activities for Consumer 
and Homemakins- 

ED 145 091 

Southern Illinois Univ., Carhondale. Coll. 
of Education. 

The Resion V Conference on Competency Based 
Teacher Education (Midland Hotel, Chicaso, Il- 
linois. March 1 1*13. 1975). Final Report. 

ED 140 070 
Word Processing Curriculum Guide. 

ED 147 493 

Southern Illinois Univ., Carbondale. Dept. 
of Occupational Education. 

Career and Vocational Education in the 1980s: 
Toward a Process Approach. Final Report. 

ED 138 819 

Southern Illinois Univ., Carbondale. 
School of Technical Careers. 

Word Procfuing Curriculum Guide. 

ED 147 493 

Southwest Wisconsin Vocational-Technical 
Inst., Fennimore. 

Occupational Food Service Education. A Compe- 
tency-Based Articulated Model for Secondary 
and Post-Secondary Schools in Wisconsin. Final 
Report. Bulletin No. 6405. 

ED 137 548 

Student Attrition in the Wisconsin VTAE Sys- 
tem. Phase I. Final Report. 

ED 136 012 
Southwest Wisconsin Vocational, 
Technical, and Adult Education District 3, 
Fennimore. 

Barriers to Enrollment in Post Secondary Voca- 
tional. Technical and Adult Education Programs 
in Wisconsin. Final Report. 

ED 138 758 

State Univ. of New York. Coll. at 
Utica/Rome. Dept. of 
Vocational-Technical Education. 

Supervised Student Teaching. 

ED 139 910 

State Univ. of New York, Ithaca. Coll. of 
Agriculture ind Life Sciences at Cornell 
Univ. 

Teaching Adult Education Course^: The Businesis 
Management Model. Social Sciences. Agricul- 
tural Education 3. Information Bulletin 98. 

ED 141 589 

Teachmg Adult Education Courses: The Em- 
ployee Training Model. Social Sciences. Agricul- 
tural Education 4 Information Bulletin 115. 

RD 141 588 

Teachmg Adult Education Courses: *rhe Self-Ful- 
fillment Model SfK;ial Sciences Agricultural 
Education 2 Informattoti Bulletin 9 1 

ED 141 S90 



State Univ. System of Florida, 
Tallahassee. 

Credit by Examination and the Professional De- 
velopment of Vocational Education Teachers. 

ED 137 565 

Steiger, Fink, and Kosecoff, Inc., McLean, 
Va. 

Models and Procedures for Improving the Plan- 
ning, Management, and Evaluation of Coopera- 
tive Education Programs. Final Report. Volume 
11. 

ED 136 035 

Synectics Corp., Allison Park, Pa. 
Job Counseling and Placement for the Use of 
Basic Skills. Volume 1: Techniques. 

ED 146 450 

Job Counseling and' Placement for the Use of 
Basic Skills. Volume 2: Jobs. 

ED 146 451 

S>Tacnse Univ., N.Y. Coll. for Hamnn 
Development. 

Empirical Determination of Effectiveness of a 
Competency Baaed Program in Distributive Edu- 
cation. Final Report. 

ED 137 512 

Syracuse Univ., N.Y. School of Edacation. 

Empirical Determination of Effectiveness of a 
Competency Based Program in Distributive Edu- 
cation. Final Report. 

ED 137 512 

System Sciences, Inc., Chapel Hill, N.C. 
Assessment of Need in Programs of Vocational 
Education for the Disadvantaged and Hand- 
icapped. Final Report. Volume 1. Technical Re- 
port. 

ED 136 022 

Assessment of Need in Programs of Vocational 
Education for the Disadvantaged and Hand- 
icapped. Final Report. Volume 11. Compendium 
of Descriptions of Exemplary Programs. 

ED 136 023 

Asseument of Need in Programs of Vocational 
Education for the Disadvantaged and Hand- 
icapped. Final Report. Volume IK. Bibliography. 

ED 136 021 

Tarboro City Schools, N.C. 
Curriculum Development in Occupational Ex- 
ploration. 

ED 143 855 
Technical Education Research Center, 
Cambridge, Mais. 

An Annotated 3ibliography of Selected Cur- 
riculum Matertalfi. Art.n and Humanities Occupa- 
tional Cluster. 

ED 137 606 

Exploring Arts and Humanities Careers in the 
Community. 

ED 1 37 608 

Exploring Careers in the Humanities. A Student 
Guidebook. 

ED 1J7 610 

Exploring Dance Careers. A Student Guidebook. ' 

ED 137 614 

Exploring Music Careers A Student Guidebook. 

ED 137 615 

Exploring Theater and Mi:dia Careers. A Student 
Guideb(K>k 

ED 117 613 

Exploring Visual Arts and Trafts Careers. A Stu- 
dent Guidebook 

ED 1 37 609 

Explormg Wiiting Careers A Student Guide- 
book 

ED 137 612 

A Preliminary Explorution nt Occupations in the 
Atts and the Muinanities 
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391 Wiys to Explore Arts and Huminiiics Ci- 
reers: C)assr(X>m Activities in Dince. Music. 
Thciter ind Media. Visual Arts and Crafts, Writ- 
in|» Humanities. 

FD 137 607 
Technical Educttion Research Center, 
MoBtBowery, Ala. 

A Comprehensive System for the Evaluation uf 
Individualized Manpower Training Sites Pinal 
Report. 

ED 137 517 

TfchMical EdacatioB Research Center, 
WaaklaftoB, D.C. 

Seminar/ Workshops on Women rii the World of 
Work. U.S. Office of Education Regions III. IV 
and V Final Report. 

ED 143 884 

Temple Univ., Philadelphia, Pa. School of 
Baslntsi Admiaislratlon. 

Work Attitudes and Labor Market Experience: 
Evidence from the National Longitudinal Sur* 
veyv 

ED 141 624 
TeBBetse« Univ., Knoxville. Coll. of 
EdncatioB. 

Implementation of a State-Wide Computcr-Bascd 
Occupational Information System with Multi- 
Facet Delivery Systems. 

ED 136 026 

Tennessee Career Education Needs Assessment. 

ED 146 383 
Teaacssce UbIt., Kaoxvllle. Dept. of 
VocBtioaal'Tcchalcal Education. 

A State Inservice Training Model for Local Diiet- 
tors of Vocational Education. 

ED 137 496 
Texas A aad M Univ., College Station. 
Coll. of EtfacatioB. 

Community College Technical Mathematics Pro- 
ject. Final Report. 

ED 137 51 1 

The Need for Bilingual Vocaiional Education 
Programs in Secondary Schools in Texas. Final 
Report 

ED 137 518 
Texas A aad M Uaiv.« College Station. 
D«pt. of Agrlcaltaral Edacation. 

An Atsesament of Texas FFA Contests as Per- 
ceived by Secondary School Principals. Parents, 
Current FFA Members, and Teachers of Voca- 
tional Agriculture. A Summary Report of Re- 
March. 

ED 145 1 18 

Identification and Validation of Competencies for 
Teacher Education Agriculture 

ED 136 016 
Texas A aad M Univ., College Station. 
D«pt. of EdacaHoaal AdBialstration. 

Identification of Competencies Needed by School 
Superintendents Serving As Vncationul Directors 
Final Report. Volume 1 of Two Volumes. 

ED 142 835 

Identification of Competencies Needed by School 
SuperintendenU Serving As Vtxalional Directors. 
Final Report. Volume 11 of T*u ilumes. 

ED 142 836 

Texas Edacation Agency, Austin. 

Texas Supply/ Demand Information System for 
Vocational Education. Final Rep >rt 

ED 142 837 

Texas Edacatioa Agency, Aastln. Dept. of 
Oecapattoaal Edacation and Technology. 

Recommended Requirements for a Comprehen- 
sive Management Information .System for Occii 
pational Education Final Rep4>rt 
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Taxas Education Agency, Austin. Div. of 
Occupational Research aad Development. 

Stu<4e0t Information System. Student Follow-Up 
Managehieii^it Information System. 

ED 138 772 
Texas Regional Medical Program, Inc., 
Austin. 

Job Analysis for Nurses and Related Health Care 
Professionals: A Task Inventury Approach 

ED 141 571 

Texas School for the Deaf, Austin. 

A Career Education Project for the Texas School 
for the Deaf. Career Education: An Innovative 
Approach to Relevant Education. Final Report. 

ED 137 577 

Texas State Technical Inst., Waco. 

Career Interest Characterizing and Reporting 
System. May 1. 1976 - May 31. 1977. Final Re- 
port. 

ED 145 131 

Texas Univ., Austin. Center for the Study 
of Human ReioBrces. 

An Analysb of Selected Start-Up Industry Truin- 
ing Programs as Vehicles for Human Resources 
Development. 

ED 135 976 

The Impact of Legal and Administrative Reme- 
dies to Overcome Discrimination in Employ- 
ment. Final Report 

ED 139 919 

The Minority Women Employment Program: A 
National Demonstration Project to Facilitate En- 
try of Minority Women into Managerial, Profes- 
sional, and Technical Occupations. Volume 1. 
Final Report. 

ED 138 737 

Tidewater Community Coll., Portsmouth, 
Va. Virginia Beach Campus. 

Mobility through Work Experience Education. 
Final Report. 

ED 145 23H 
Training Services Agency, London 
(England). 

Vocational Training. Information Bulletin. Sup- 
plement. United Kingdom. 

ED 139 987 

United Nations Development Program, 
Bangkok (Thailand). 

Needs Appraisal. 

ED 1'37 581 

United Nations Educational, Scientific, 
and Cultural Organization, Paris (France). 

Agriculture and the Development Process: Tenta- 
tive Guidelines for Teaching. Education and Ru- 
ral Development-1. 

ED 143 767 

Elements of the Structure and Terminology of 
Agriculturd Education in Japan. 

ED 143 "66 

University of Central Arkansas, Conway. 

Education-lndustry Excihange Program for Voca- 
tional Teacher Preparation. A Cooperative Ex- 
ploration and Developmental Project 

FD 142 830 

University of South Florida, Tampa. 

Competency Based Industrial Teacher Education 
Project Phase 111: inservice Program. Final Re- 
port. 

ED 145 222 

Strengthening l.oj.at Administration of Voca- 
tiunal Education through Design. Implementa- 
tttin and Evaluation of Alternative Delivery 
Systems for Use by Coordinating Couiiuils. Final 
Report. Volume One 

ED 138 768 

Strengthf titn^ l.iKal Adnnnt^tration of Vdca- 
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tional Education through Design, Implementa- 
tion and Evaluation of Alternative Delivery 
Systems for Use by Coordinating Councils. Fmal 
Report. Volume Two. 

ED 138 769 
University of Southern Mississippi, 
Hattiesburg. Bureau of Educational 
Research. 

Career Counseling and Placement. Columbia City 
School System, Columbia, Mississippi. Final Re* 
port. 

ED 139 922 

Vocational Reading Development Program. 
Analysis of Reading Teachers' Perceptions of thr 
Reading Programs in Post-Secondary Voca- 
tional/Technical Complexes in Mississippi. Num- 
ber 34. 

ED 137 542 

Vocational Reading Development Program. 
Comparison of the Reading Comprehension Lev- 
els of the Post-Secondary Vocational/Tfchnical 
Students with the Readability Levels of the Text- 
books Utilized in the Vocational /Technical Com- 
plexes in Mississippi. Number 33. 

ED 137 543 
University Consultants, Inc., Cambridge, 
Mass. 

An Asscasment of Illinois Area Vocational Cen* 
ters» 1976. 

ED 146 387 

Upper Merlon Area School District, King 
of Pruula, Pa. 

System of Planned Activities in Career Educa- 
tion. Program Design for Central Montgomery 
County, Pennsylvania. 

ED 146 384 

Urban Inst., Washington, D.C. 

The Employment Service: An Institutional Anal« 
ysis. R&D Monograph 51. 

ED 146 365 

Utah State Board of Education, Salt Lake 
City. DIt. of Research and Development. 

An Assessment of Principal Needs and Alterna- 
tive Solutions for Cooperative Education Pro- 
grams in Utah, 1977. 

ED i47 545 

Utah State Univ., Logan. Manpower 
Developnent Service. 

Manpower Advisory Services in the Workplace: 
A Miuing Link in National Manpower Policy. 
Volume 1. 

ED 135 986 

Manpower Advisory Services in the Workplace: 
A Missmg Link in National Manpower Policy. 
Volume Il-Appendices. 

ED 135 985 
Ventuhi County Superintendent of 
SchooU, Calif. 
Maintenance and Development of the California 
Manpower Management Information System. Fi- 
nal Report. 

ED 143 881 
Veterans Administration^ Washington, 
D.C. Office of the Controller. 

Occupational Graduate Employment Report: An 
Analysis of the Fifty Percent Employment Criter- 
ion for VA Approved Vocational Courses. 1975 
Survey. 

ED 141 570 

Virginia Polytechnic Inst, and State Univ., 
Blacksburg. 

Alternatives to Contemporj^ry Exploratory Pro- 
grams Final Repijrt 

HD 143 880 

Evaluation Design for Clusters Approach to Ca- 
reer Educatuni (CAC'O) 
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ED 147 634 

PropoMd TcAcher Training Pro|ram and Instruc- 
tional MsicriaU for Clusters Approach to Career 
OrknUtion Project, 

ED 147 635 

A Rationale and Structure for **A World of 
Choice: Careers and You." 

ED !47 615 

A World of Choice-Careers and You. Student 
Workbook 

ED 147 614 

A World of Choice-Careers and You. Teacher's 
Guide. 

ED 147 613 

VlnUUa PolytcduUc Inst, ud State Uni?., 
BiMkikvi. AgrioUtml EdacttloB 



Outdoor Recreation. Curriculum Materials for 
Agriculturil Education. 

ED 137 523 

VIrvUUs Pol)rt«ckalc Inst, uid Slate Uni?., 
Btodukwf. Dtpt of Edacatloa. 

Challcnica of the Future in Pottsecondary Occu* 
pctional Education. Fourth Conference on New 
Horiiona in Community College Occupational- 
Technical Education (4th* Blacksburg. Virginia. 
October 31. November 1-2. 1976). 

ED 145 087 

VIntaia Polytackak last aad State UbJt., 
Blacki^arg. Di?. of VocaHoaal-Tackaical 
EdacatiM. 

Creative ApproAchct to Teichini in Industrial 
Cooperative Training Programs. A Resource 
Guide for Induatrial Cooperative Training Pro- 
grams. Curriculum Guide 7. 

ED 147. 712 

Developing Competency- Based Training Materi- 
als to Meet the In-Service Needs of Local Voca- 
tional Administrators. Final Report. 

ED 145 129 

Formulating Goals and Obiectives for Vocational 
Education Programs. Competency -Based Ad- 
ministrator Education Module. 

ED 145 125 

Guidelines tor Methods and Techniques of 
Teaching Disadvantaged Students. 

ED 141 640 

Implementing Competency -Based Instruction in 
Vocational Education. Competency -Based Ad- 
ministrator Education Module. 

' ED 145 122 

Industrial Work Expcriance 11. Curriculum 
Guide. General Related Study Uniu 

ED 142 711 

Motivating Vocational Education Personnel to 
Their Optimum Growth Poteruial. Competency- 
Based Administrator Education Module. 

ED 145 126 

National Conference on Increasing the Participa- 
tion of Black Americans in Vocational Education. 
Proceedings of a National Conference (VP! ft SU. 
Blacksburg. Virginia. March 13-16. 1977). 

ED 142 799 . 
Organizing and Conducting Staff Development 
Activities for Vocational Teachers. Competency- 
Based Administrator Education Module 

^ ED 145 127 

The Participation of Minorities in Vocational 
Education. Manpower and Career Oriented Pro- 
grama: Special Focus on Black Americans An 
Annotated Bibliography. 

ED 141 641 

Planning Vocational Education Programs for the 
Disadvantaged and Handicapped. Competency 
Based Adminiatrator Education Module. 

EP 145 123 

Preparing Local Plans for Administering Voca- 
tional Education. Compctency>Baseu Adminis- 
trator Education Module. 



ED 145 124 

User's Guide for Competency-Based Administra- 
tor Education Materials. 

ED 145 128 

Workshop on the Development of Educational 
Personnel to Meet the Employment and Job 
Placement Necdu of Handicapped Persons (Do- 
naldson Brown Center for Continuing Education, 
Blacksburg. Virginia. January 13-1 5. 1977). 

ED 141 642 
Vlrflala Stf ta Dept. of Edacation, 
RJdiaMad. Baslaeu Educatioa Senrice. 
Teaching Shorthand and Transcription. An In- 
structional Guide. 

ED 142 800 
Vlrfiala State Dept. of Edncation, 
Rickflioad. Dl?. of Vocatioaal EdacaHoa. 

Creative Approaches to Teaching in Industrial 
Cooperative Training Programs. A Resource 
Guide for Industrial Cooperative Training Pro- 
grams. Curriculum Guide 7. 

ED 142 712 

National Conference on Increasing the Participa- 
tion of Black Americans in Vocational Education. 
Proceedings of a National Conference (VPI A SU. 
Blacksburg. Virginia. March 13-16. 1977). 

ED 142 799 

Program of Studies for Business and OfTtce Edu- 
cation. 

ED 145 088 
WasUagtoB Research Coordiaatiag Unit 
for Vocatioaal Edacatioa, Olrnpia. 

Course Outlines in Vocational Agriculture. Re- 
search Project. 

ED 140 080 

Watertowa Independent School District 1, 
S. Dak. 

Pathfmder: Project in Experience Based Career 
Education. First Interim Report. 

ED 146 358 

West Virfiaia Research CoordinaHag Uait 
for Vocatioaal Edacatioa^ Haatington. 

Development of a Competency-Based Cur- 
riculum for Upgrading Water Treatment Techni- 
cians. Final Report. 

ED 145 236 
West Virgiaia State Dept. of Education, 
Charlestoa. Bareaa of Vocational, 
Techaical, aad Adalt Education. 

Career Education Consulting Package Pack I- 
CounKlors. 

ED 137 622 

Career Education Consulting Package. Pack U. 
Primary KO. 

ED 137 623 

Career Education Consulting Package. Pack III. 
Junior/Senior High. 

ED 137 624 

Career Education Consulting Package. Pack IV. 
Intermediate. 

fcD 137 625 

Career Education Consulting Package. Pack V. 
Administrators. 

ED 137 626 

Career Education Consulting Package Pack VI 
Handouts and Transparencies. 

ED 137 627 

West Virgiaia State Vocational Curriculum 
Lab., Cedar Lakes. 

Building Construction. Competency-Ba%cd Edu- 
cation Curriculum 

HD 142 787 

Competency Ba.%ed Curriculum for Clothing Ser- 
vices and Production Sewing 

ED 142 7KH 

Competency Based Curriculum Pre VocatKtnal 
Busitiess A Office C luster One. 



ED UK 773 

Competency Based Curriculum, Pre Vixrational 
Business & Office Cluster Two. 

ED 138 774 
Drafting. Competency Based Curriculum. 

ED 146 349 

Safety and You on the Job. 

140 103 

West Virginia Competency Based Child Care 
Curriculum. Revised Edition. 

ED 142 789 

West Virgiaia Univ., Morgantown. 

Determining the Effect of Public Information Ac- 
tivities on Vocational Enrollment in West Vir- 
ginia. Final Report. 

ED 143 786 

West Virginia Univ., Morgantown. Div. of 
Family Resoarces. 

West Virginia Competency Based Child Care 
Curriculum. Revised Edition. 

ED 142 789 
West Virginia Univ., Morgantown. Office 
of Edacational Research and Field 
Services. 

A Third Party Evaluation of the Region V. Re- 
gional Education Service Agency, Career Ori- 
ented Education Program; 1975-76. 

ED 136 033 
West Virginia Uaiv., Morgantown. 
Regional Rehabilitation Research and 
Training Ceater. 

Understanding the Guidelines tor the Rehabilita- 
tion Act of 1973 on Evaluating Rehabilitation Po- 
tential of the Severely Handicapped: Vocationally 
Related Components. 

ED 137 597 

Understanding the Guidelines for the Rehabilita- 
tion Act of 1973 on Expanding and Improving 
Services to the Severely Handicapped. The Intake 
Process. 

ED 137 59S 

Understanding the Guidelines for the Rehabilita- 
tion Act of 1973 on Expanding and Improving 
Services to the Severely Handicapped. The Refer- 
rai Process. A Trainmg and Discussion Guide. 

ED 137 599 

Western Illinois Univ., Macomb. 
Third Party Evaluation of FY 74 EPDA 553 k 
554 Cooperative Arrangements. Final Report. 

ED 145 148 

Western Kentucky Univ., Bowling Green. 
Center for Career and Vocational Teacher 
Education. 

The Development and Validation of an Inscrvice 
Program for Vocational Teachers of the Disad* 
vantaged. Final Report. 

ED 142 709 

An In«=rrvice Program for Vocational Teachers of 
the Disadvantaged. Handbook. 

ED 142 707 
Westmoreland County Community Coll., 
Youngwood, Pa. 

Mining Technology. An Assessmefit Study for 
Educational Institations Potential Involvement in 
Servicing the Mining Industry. 

ED 141 601 

Williarasport Area Community Coll., Pa. 

Eradicating Sexism m Vocational Hducatioit Ft- 
nat Report. 

ED 147 564 
Wisconsin State Board of Vocatioaal, 
Technical, and Adult Education, Madison. 

Cost Benefit Model Development. Final Report 

ED 146 435 

Developing and Verifymg a List of Competencies 
the Communication Skills Area in Vocational- 
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Technicil Posi-Secondtry Educiiion. Finil Re- 
port. 

ED 147 567 

This Wc Believe. Region V, USOE Conference on 
Vocational Education. Report. 

ED 142 745 

Wisconsia State Dept. of Administration, 
Madiaoa. 

Project Skill: Strate|iei and Techniques A 
Manual Deftninl the ComponenU of a Demon* 
stration Project on Employment of Handicapped 
Persons in Sute Civil Service Potitions. 

ED 142 849 

W|ic«Nuia State Dept. of Public 
lattnictloM, MadiaoB. 

Occupational Food Service Education. A Compe* 
tency-Baied Articulated Model for Secondary 
and Poit*Secondary Schcx)ls in Wisconsin. Final 
Report Bulletin No. 6405. 

ED 137 548 
WUcQMla tlalv. - Stont, MenonoBle. 
Center for Vocational, Technical and Adult 
Edacation. 

Articulation of Vocational Education Curriculum 
between Secondary and Post-Secondary Levels in 
Wisconsin. Final Report 

ED 140 077 

An Asflcument of Benefits Derived from Mem- 
bership in a Vocational Student Or|anization in 
the Vocational, Technical and Adult Education 
System Final Report. 

ED 145 234 

An Investigation of the Teacher Competencies 
Needed to Utilize Diafncstic Test Data in Pre- 
scribing Occupational Learning Experiences in 
Teaching EMRS. Final Report. 

ED 137 534 

An Investigation of the Teacher Competencies 
• Needed to Utilize Diagnostic Test Data in Pre- 
scribing Occupational Learning Experiences in 
Teaching EMRS. Final Report. Part 11. Appen- 
dices. -"-^ 

ED 137 535 

Learning Styles of Vocational Child Care and 
Development Students in Wisconsm. Final Re- 
port. 

ED 145 235 

National Conference for Trade and Industrial 
Education Professio'.ial Personnel. Theme: Issues 
with Implications for Professional Development 
Activities (Dallas. Texas. January 13-15, 1976) 
Final Report. 

ED 147 472 

Profeuional Education Competencies Needed by 
Beginning VTAE Teachers. Final Report. 

HD 142 845 

VTAE Field /Community Service Evaluation 
Model and Procedures, Phase U. Final Report. 

ED 142 839 
Wltconsln Univ., Madison. Center for 
Stadics in VocaHonal and Technical 
Edacation. 

Barriers to Enrollment in Pott Secondary Voca- 
tional, Technical and Adult Education Programs 
in Wisconiin. Final Report. 

ED I3f 758 . 
Health Occupations Teacher Education Planning 
Summary of Findings, Conclusions and Recom* 
mendations 

ED 141 599 

Secondary Health Occupations Workshop. Final 
Report ^ 

ED 141 600 
Wifconaia Univ,, Maditon. WiKonsin 
VocaHoaal Stadias Center. 

Career Education. Career Guidance and Occupa- 
tional Competence. 

F.D 145 244 



ERLC 



Career Guidance, Counseling, Placement, and 
Follow'Through Program for Rural Schools. Ca- 
reer Guidance and Counseling for Groups and 
Individuals. An Individualized Approach to Ca- 
reer Counseling and Career Placement: Introduc- 
tion, Background, and Rationale. Research and 
Development Series Nitmber 118 C3. 

ED 142 759 

Career Guidance, Counseling, Placement, and 
FollowThrough Program for Rural Schools. Ca- 
reer Guidance and Counseling for Groups and 
Individuals. Career Counseling in the Rural 
School. Research and Development Series Num- 
ber 118 CI. 

ED 142 758 

Career Guidance, Counseling, Placement, and 
Follow.Through Program for Rural Schools. Ca- 
reer Guidance and Counseling for Groups and 
Individuals., Desk Reference: Techniques and 
Procedures for Facilitating Career Counseling and 
Placement. Research and Development Series 
Number 118 C2. 

ED 142 762 

Career Guidance, Counseling. Placement, and 
Follow-Through Program for Rural Schools. Ca- 
reer Guidance and Counseling for Groups and 
individuals. Transitional Career Placement in the 
Rural School. Research and Developn^ertt Series 
Number 118 C4. 

ED 142 760 

Career Guidance, Counseling, Placement, and . 
Follow-Through Program for Rural Schools. Ca* 
reer Guidance Program Process. Behavioral Ob- 
jectives: A Procedural and Training Guide for the 
Develo^Qlf nt of Behavioral Objectives for Career 
Guidfnoa. -Keaearch and Development Scries 
Number 118 B3. 

ED 142 755 

Career Guidance. Counseling. Placement, and 
Follow.Through Program for Rural Schools. Ca- 
reer Guidance Program Process. Career Develop- 
ment Needs Asseument: A Procedural Guide for 
Assessing Career Development Needs of In- 
dividuals and Groups of Individuals in a School 
and Community Setting. Research and Develop- 
ment Series Number 1 18 B2. 

ED 142 754 

Career Guidance, Counseling, Placement, and 
Follow-Through Program for Rural Schools, Ca- 
reer Guidance Program Process. Resource As- 
sessment: A Procedural Guide for the 
Identification and Use of Community Resources 
in Career Guidance Programs. Research and 
Development 'Series 118 B4 

ED 142 756 

Career Guidance, Counseling, Placement, and 
Follow-Through program for Rural Schools. Ca- 
reer Guidance Program Support Information. Life 
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Research with Policy Implications. Final Report 
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